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The porous structure of Cellucotton Absorbent Waddin {on the left} 
permits the free circulation of air so necessary to pore ling—so 





essential to hot weather comfort. Just one of 8 ways in which 
Cellucotton Absorbent Wadding is superior to other absorbents. 


Comfort for patients 
». even in sultry weather 


ON these humid, sticky days you do 
everything possible to ssi 8 yourself 
cool. But do you do as much for your 
patients? These are the days when 
they suffer more than usual. Beds are 
hot—fresh sheets won’t stay cool. 

Here’s one small way you can help 
bed-ridden patients in hot weather— 
make their dressings with Cellucotton 
Absorbent W adding. Itis lighter and 
much more comfortable than cotton. 
And its porous structure permits the 
free circulation of air so necessary to 
rapid healing. 

Comfort is only one of 8 out- 
standing superiorities of Cellucotton 
Absorbent W adding. Its unsurpassed 
absorbency—its remarkable economy 
—have earned it a place as standard 
dressings material in the majority of 
American and Canadian hospitals. 

And there are two products ofCellu- 
cotton Absorbent Wadding—Kotex 


and Celluwipes — that are meeting 
with equally great success. Celluwipes, 
easy to use, serve economically for 
wipes of every variety. Kotex pads— 
comfortable and with great ability to 
retain drainage— possess all the fea- 
tures of Cellucotton Absorbent Wad- 
ding and all its economies. 

We'll gladly send a generous, usable 
supply of all three products. Simply mail 
a post card. There’s no cost—no obligation 
—except that you give them a fair trial. 


{Always look for the blue, easily- 
identified wrapper, stamped with 
the trade-marked name “Cellu- 
cotton Absorbent Wadding.”’} 


LEWIS MANUFACTURING * 


COMPANY 
OF CANADA, LTD. 


13 Victoria Square, Montreal, Quebec 
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8 Reasons Why 


Cellucotton Absorbent Wad- 
ding absorbs from 4 to 8 times 
moredrainage before saturation 
than cotton. 

» 
It retains more liquid before 
leakage takes place. 

~~ 
It absorbs 3 to 5 times as fast 
as absorbent cotton. 


» 
It draws fluid against gravity. 
It serves as a wick instead of 


a dam. 
» 


Fluid penetrates to every part 
of the dressing. 
» 

It makes more dressings per 
pound than absorbent cotton. 
» 

It is lighter, cooler and more 

comfortable for the ‘patient. 


“4 
It is one of the most economi- 
cal forms of absorbents. 


CELLUCOTTON ABSORBENT WADDING 
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Modern Medicine stresses 
Prevention 


Kellogg’s ALL-BRAN not only relieves 
constipation promptly and naturally— 
but prevents it. Eaten regularly, it 
promotes natural, healthful elimination. 





form this double service that ALL- 
BRAN renders. Doctors know they 
can rely upon it to accomplish the 
results anticipated because it is all 
bran. Results no part-bran product 
can hope to equal! 


| Only a 100% bran product could per- 
| 


In those cases where bran is indicated, 
recommend Kellogg’s ALL-BRAN. It’s 
a prescription patients like to take. 
ALL-BRAN is delicious with milk or 
cream—and fruits or honey. Or it 
may be used in many kinds of cooking. 


Made by Kellogg in London, Canada. 
Served everywhere. Sold by allgrocers. 


gs 


ALL-BRAN 
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THE M. B. EVANS X-RAY Co. 


extends to you a most cordial invitation to visit its exhibit of 


ACME-INTERNATIONAL PRECISION X-RAY 
AND DIATHERMY EQUIPMENT 


at the forthcoming meeting of 


THE CANADIAN MEDICAL ASSOCIATION 
TORONTO, JUNE 13th TO 18th INCLUSIVE 


We shall be waiting to welcome you in spaces 53, 54 and 55, main rotunda, ground floor 


_ THE M. B. EVANS X-RAY CO. 


GRAND RAPIDS TORONTO DETROIT 





SS S886 5855032322532 2225255] 
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DISTINCT ADVANCES 
THERAPEUTICS“DIAGNOSTICS 


N°. EXPERIENCE of the past pro- 
vides a criterion for the very de- 
cided improvements now available 
in roentgen rectifiers for fast radio- 
graphy, horizontal motor driven cas- 
sette changers for chest and gastro- 
intestinal work and high frequency 
generators for medical and surgical 
diathermy. 





Write at once for full 
information and prices. 

















Precision Stereogra peed 
ee ae Le eto Model IV — Figs, Speed and 
tiful in finish, this horioontal Dia 7G — 150 K. V. Coronaless Roent: 
cassette c r a motor R kabl ity ri he “ 
driven eaten that is fast and de ens ie came aoe ones = ae 
positive. Tested to 5000 con- devoid of faradic, with new au auedadaes. "Thaseeonan 
cocaine Soe sgueminns without a andimportant features all com- ators far exceedin ps onan phic 

bined at low cost. ondeer med of control any- 
heretofore offered. 


Sold and serviced by reliable representatives in practically all parts of the world. 











Way 


ACME- - INTERNATIONAL X-RAY COMPANY 


Cable Address: INTERACME 725 West LAKE STREET CHICAGO, U. S. A. 





Exclusive Manufacturers of PRECISION CORONALESS X-RAY APPARATUS 
(SRE St SO ET | SL aa ae a Aa RRR Ep aamammm SES 
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Ideal Equipment 
for Hospital Kitchens 


“Wear-Ever” 


Aluminum Kitchen Ware 





The leading hospitals everywhere are 
enthusiastic advocates of ‘‘Wear-Ever.”’ 


They testify to its excellent cooking 
qualities. They find it easy to handle; 
easy to keep immaculately clean. They 
like its long life—its economy-in the long 
run. 


But more than any other quality it is the 
safety of aluminum for every cooking 
purpose that dictates the choice of ‘“Wear- 
Ever’ Steam Jacketed Kettles and 
Utensils. . 


Write us regarding the installation of this 
ideal equipment in your institution. 


ALUMINUM COMPANY OF CANADA 


LIMITED 
TORONTO 


¢ ACTUAL THICKNESS 





= “Wear Ever” 
4'-Qt. Long Handle 


Sauce Pan 
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“Wear Ever” 


5-Qt. Saute Pan 
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COTTON PRICES ARE DUE 
FOR AN INCREASE 












in the last few issues of The Canadian a: 
'@| ital, still prevail. Owing however to varied 

— disturbances in the Cotton Market during the 
past few weeks, including the Mississippi Floods, 
we are led to believe that very substantial increases 
in raw cotton will occur within a very short time. 



















Great numbers of our customers are anticipating 
their requirements for months in advance, and our 
opinion is that their decision in this regard will 
prove greatly to their advantage. 
















PRICES. EFFECTIVE NOW SALES. TAX 


Surgeons’ or nurses’ operating gowns with regular cuffs.................. $19.00 per doz. 



















* 4 i 4 8: Meee Ge OWES. «5... os sncscces nae" | 
Patients’ bed gowns—unbleached cotton. ........0.0..0.00.000ccccceceeeteteee a. 
° ~ " WII a re eu ae info: “*  « 
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6é 






Our line also includes: 


Slip Covers for Mayo Instrument Stands; eetonl Bands; Doctors’ Ry sane and Pants 
for Hospital and Office; Operating Suits; ines Gowns and Caps; Nurses’ Aprons; 
Caps and Operating Gowns; Orderlies’ Suits; Maids’ Uniform; Patients’ Bed Gowns; 
Bath Robes; Ether Jackets; Pneumonia Jackets; Leg Holders; Bed Sheets; Draw Sheets; 
Lethotomy Sheets; Pillow Slips; Towels; Bed Pan Covers; Mattress Covers; Cook's 
Coats, Pants, Aprons and Caps—in fact, ANYTHING IN COTTON GOODS. 
























ALL OUR GARMENTS ie heete cert wil 


material for Hospital 


UNCONDITIONALLY 
ORB E T ee OWLEY Garments andNurses’ 
GUARANTEED AS TO I : Uniforms, also cata- 
Limited 


logue of 






MATERIAL AND ine = C C 
468 St. W. 314 Notre Dame St. W. 
WORKMANSHIP. TORONTO MONTREAL UNIFORMS 
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Showing Interior of 
Reflecting Hood of 
Victor Air-Cooled 
Quartz Lamp. 


Note how this design 
minimizes interference 
tothereflection of rays. 

















Photo thru courtesy of Northwestern 
Untvarssee School of Medicine, 
Physical Therapy Clinic, Chicago. 


Victor Quartz Lamps 


Make Practical the Findings of Research 
———" in Ultraviolet Therapy 


i oer 


es = 
iaeee oa 


The permanent glass seal of 
the vacuum pumped mer- 
cury-arc tube used in Victor 
Quartz Lamps, and the use 
of a tungsten anode instead 
of mercury, permits a greater 
energy input without danger 
of overheating, consequent- 
ly a greater output of ultra- 


| Spee: practical apparatus with which to apply the findings 
of research in ultraviolet therapy, the medical world 
has turned to Victor. Here again, as in the X-Ray field, 
instruments of authoritative design and unquestionable reli- 
ability are demanded. 


Victor air-cooled and water-cooled quartz lamps were 








er developed in collaboration with the leading exponents of 

Thi f ion in- . : aye 

volves aconsiderablygreater Ultraviolet therapy. They enable hospitals and physicians 
fi i » but it i . . ‘ pa 

responsible forthe longtube iM general practice to apply ultraviolet therapy with ease, 

life experienced by users of . li . d 

Victor Quartz Lamps. It simp: city and assurance. 

means economy in the 

long run. 








Victor X-Ray Corporation, 2012 Jackson Blvd., Chicago, Illinois 
Please send me descriptive literature on Victor Quartz Lamps and Acces- 
sories, together with reprints of clinical articles on ultraviolet therapy. 


Dr. Nature of practice 











City..... State. 

















VICTOR X-RAY CORPORATION OF CANADA, LTD. 


WINNIPEG—Victor X-Ray Corp. of Canada, Ltd., Medical Arts Bldg. 
TORONTO—2 College St. 
MONTREAL—523 Medical Arts Bldg. 


VANCOUVER—Victor X-Ray Corp. of Canada, Ltd. 
Motor Transportation 570 Dunsmuir Rd. 


DETROIT—For Essex County: 617 Charlevoix Bldg. 
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Reducing hospital food costs 
with STANDARD Kitchen Equipment 


All Equipment fully 
described in catalogue 


Fond slo ‘athe pies willed 


that the cost of meals still remains high 
just so long as they attempt to operate 
| out-of-date kitchens. Obsolete equip- 
ment, badly arranged, means extra kitchen help, 
more frequent breakages, and hundreds of waste 
footsteps each day. 





STANDARD -equipped kitchens reduce food pre- 
paration costs—they reduce the kitchen help to 
a minimum, keep down unnecessary breakages, 
speed up service. STANDARD -equipped kitchens 
actually pay for themselves with the money 
they save on meal preparation costs. 


No matter whether you want a single piece of 
kitchen equipment or a complete installation, 
you should investigate the STANDARD line. 
SranparD Kitchen E quipment is backed by 
more than thirty years’ service. Twenty-one of 
Canada’s finest and most efficient hospitals are 
now STANDARD-equipped—com plete install- 
ations, planned and built in our own workshop. 





Potato Peelers 





Hospital authorities are urged to make use 

of our services. We are glad to act in an 

advisory capacity on all matters pertaining 

to hospital or institution kitchen design 
and construction. 





Geo. Sparrow & Company 


Head Office and Factory 
119 Church Street - - ~ TORONTO 


“STANDARD” 


ccanttcnornsess | KITCHEN EQUIPMENT 
————eEEEeeeeeeeeeeee 
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Standard Dish Warmer 
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Blades 


versus Resharpening 





HE one-piece scalpel becomes dull and must be resharp- 

ened at an average cost of 25 cents, to say nothing of the 

time and trouble involved. Eventually the blade wears down 

from constant resharpening and the whole knife is thrown 
away. 


With the Bard-Parker Knife the old blade is instantly replaced 
by a new razor-sharp blade at a cost of only 12% cents, without 
trouble or loss of time. The keen edge of a new Bard-Parker 
blade cannot be reproduced by the ordinary methods of re- 
sharpening. What’s more, Bard-Parker handles are good indefi- 
nitely, only the blade is thrown away. 


No. 3 and 4 handles—$1.00 each.. No. 5 handles—$1.50 each. 
Blades—one half-dozen of a size per package—$1.50 per 
dozen. Quantity discounts: Orders of 1 to 5 gross assorted sizes 
of blades, unit delivery—10°. Orders of 5 gross or more as- 
sorted sizes of blades, unit delivery—15%. Send for illustrated 
circulars. 


Bard-Parker products sold direct to 

consumers through authorized Agents 

—located in principal cities of the 
United States and Canada, 





BARD-PARKER COMPANY, Inc. 
150 Lafayette Street. New York. N.Y. 
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eeping Comfort. { 





Rie 


"MARSHALL SPRING 


Be, *) 


How Priceless a Good Night's 


-eR ek ££ F 


Write today for complete details and hospital 
proposition on Marshall Spring Mattress 


MARSHALL VENTILATED MATTRESS co., LIMITED TORONTO, ONT. 








4 























REAL FEATURES 
Spring Comfort 


Best sagless spring. 


Easy Working 
A child can raise 
and lower it. 


Patented Malleable 
Corner Lock 


Very Rigid 


Equipped with 4-in. 
rubber-tired cas- 
tors, adjustable. 


Write for pamphlet 


The METAL CRAFT CO., Limited 


Manufacturers of Hospital Equipment 
GRIMSBY - ONTARIO 
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Royal Victoria 
Hospital 
Montreal 










Micro-Levelling 


Elevators 


for patients 
and passengers 


are now 
the accepted 
standard 

for 
hospitals. 








OTIS-FENSOM ELEVATOR COMPANY 


LIMITED 


Heap Orrice ann Worxs: HAMILTON, CANADA 
OFFICES IN ALL PRINCIPAL CITIES 


TN HS I DURAN IIR RR RRB ERR 
cn el 
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Correctness in Water Sterilization 


Water gauges flushed and steri- 
lized by steam. 


Gauge valves are self-closing. 


Tank interiors accessible for clean- 





ing. 
Extra heavy cooling coils do not 

leak. 
Filter stone removable without 

tools. | 


Drain basins promote cleanliness. 
Valve handles of colored bakelite. 





Water sterilization is an exact practice, and 
requires refinements in construction. Castle 
equipment has them all—as enumerated above, 
and consequently is superior. 

With a Castle it is easy for the sterilizing 
nurse to do the right thing instead of the wrong, 
for correct technique is made obvious rather 
than obscure. 





The sureness and simplicity of Castle water Also-- 
sterilization will be gladly explained if you will Pe a ee a 
note your name below. Let us send you also cond emaee steritlaass. bed 
our Technique booklet on this important phase pan washers, and blan- 


of sterilization. ket and solution warmers. 


WILMOT CASTLE COMPANY 1202 University Avenue Rochester, N. Y. 
Largest line of Hospital, Physicians’, Dental and Bacteriological sterilizers 


ae Oe ae Ge re 


FOR CATALOG AND TEST DATA FILL IN BELOW—AND MAIL TODAY 
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National Hospital Day Is Popular 


From a very modest beginning a few years ago, 
National Hospital Day has grown in popularity until 
it has become easily the most outstanding event of 
the year in hospital work throughout the continent. 

Judging from the reviews in the Canadian Press thee 
are very few of the hospitals that do not celebrate 
in some way the birth of the ‘“‘Angel of the Crimea,” 
and the opportunity it affords the public to learn 
of the progress being made in the care of the sick and 
injured—and in the prevention of illness—which 
today forms so important a branch of hospital 
service. 

It is gratifying to see the support given to Hospital 
Day by the press of the country. Many newspapers 
have this year devoted several pages of space to the 
activities of the hospitals in their localities. We 
have before us an elaborate twenty-page edition 
devoted to the Kingston, Ontario, General Hospital. 
This is well illustrated and gives a very complete 
review of the hospital’s progress and descriptions 
of the various departments. 

Such co-operation is of tremendous value to the 
hospital and to the public, as it emphasizes in the most 
effective way what the hospital is able to accomplish 
when backed up by the community which it serves. 


ren 
LES 


Surveys Ontario Institutions 
The annual convention of the Ontario Neuro- 
Psychiatric Association was held at Woodstock, Ont., 
on May 18th, and was attended by many medical 
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men and officials of the different Provincial institutions 
for the feeble-minded and insane. 

One of the principal speakers of the day was Dr. 
C.S. Raymond, of theWalter E. Fernaid State School, 
of Waverley, Mass., who has been conducting a survey 
of the different institutions of the Province for the 
past six weeks. He spoke of the need of increased 
facilities at some of the institutions, and of the large 
number of feeble-minded of the Province who are at 
the present time not being looked after. Particularly 
in Muskoka did he find conditions very bad. 

After giving the members a complete report on 
his findings, Dr. Raymond made several recommenda- 
tions, which included the appointment of a psy- 
chiatric director of the Department for the Mentally 
Deficient; the appointment of a medical superin- 
tendent at Orillia, who, in addition to being a psychia- 
trist, should be experienced in the details of insti- 
tutional management; the appointment of a woman 
physician on the staff at Orillia, and the erection 
of a school building and an industrial training build- 
ing at Orillia; also the establishment of one or more 
colonies at Orillia for tractable, able-bodied patients 
over 16 years of age. 

He also advocated the enlargement of the Ontario 
Hospital for Epileptics at Woodstock to at least 
double its present capacity, and the removal of 
one hundred or more patients from Orillia to Wood- 
stock. Dr. Raymond’s report also included many 
more improvements, all of which, he said, were 
necessary if any great improvement was to be made 
in the conditions now existing. 

Among the other speakers were: Dr. W. J. Robin- 
son, London, President; Dr. Ryan, of Kingston, the 
new Director of the assoc‘ation; Dr. D. R. Fletcher, 
Toronto; Dr. Harvey Clare, Guelph; Dr. W. T. B. 
Mitchell, Montreal; Dr. R. T. McGhie, London; and 
Dr. Liuney, also of London. 

wm 
Good Work, Montreal! 

Recently the citizens of Montreal were asked to 
give, in one week, the sum of $4,000,000 to pay off 
deficits, meet actual needs and provide means to 
adequately fulfil hospital wants in the immediate 
future. The Royal Victoria Hospital and the 
Montreal General Hospital were the two institutions 
directly concerned. The response was amazing. 
At last returns $4,735,000 had been subscribed. 
Millions of this amount have been paid in, and belated 
amounts are still arriving. It would not be surprising 
if $5,000,000 was the total reached. Though very 
largely a Montreal subscription, there were a number 
of contributions from other places in Quebec prov- 
ince based on appreciation of the universality of 
hospital service. 

Of course many of the great financial institutions 
and the wealthy men of the city gave large amounts. 
That was to be expected. But the men at the head 
of these organizations and the individual subscribers 
gave more than that. They joined with all classes, 
races and creeds in the whole-hearted, energetic 
and systematic work on canvass and collections 
that made success a certainty. 

The campaign has drawn the people of Montieul 
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into closer bonds of fellowship and understanding. 
They have done a fine bit of work for institutions 
that are worthy and for themselves too. The years 
to come will show how really great it is. 


Wd 


Prices of Cottons Advancing 

During the past few weeks the valley of the 
Mississippi has been practically eliminated as a factor 
in the production of cotton for this year. This district 
grows some of the finest long staple cotton that is 
produced on this continent, and in this locality are 
located some of the largest and finest cotton mills of 
the whole of the United States. The floods in this 
valley have not yet shown any signs of abatement, 
and we are led to believe that little if any cotton will 
be planted in this district this year. 

One of the biggest manufacturing concerns who 
have mills located in the Mississippi valley have been 
forced to abandon their plants, and many thousands 
of tons of raw cotton in the bale have been ruined. 
At the present time Canadian and American mills are 
declining orders for cotton piece goods at prices 
offered considerably higher than have prevailed for 
some months. 

In the year 1926 the United States Government’s 
estimate of the cotton crop prior to actual harvesting 
was some eighteen-and-a-half million bales. When the 
actual results were obtained as to the total crop 
available, it was found that their estimate was one- 
and-a-half million bales over what was actually 
produced. This was, however, the largest cotton crop 
in the history of the United States, and the grower 
naturally expected to receive much lower prices in 
view of the fact that the crop was excessive, and for 
a considerable time after the crop was harvested, 
lower prices prevailed. 

The United States Government anticipated that 
the large crop would force prices down, and they 
accordingly undertook to subsidize the grower by 
providing him with sufficient funds to store his crop. 
Before the bill making provision for this arrangement 
actually passed the American Senate, brokers had 
bought the greater portion of the 1926 crop, and the 
relief in the way of funds for storage purposes when 
it did come, was too late to be of any great benefit 
to the grower. The result is that in spite of the 
tremendous crop last year, raw cotton will be fed 
to the mills and converters just as the broker sees fit. 

We are advised that many users of cotton textile 
products are anticipating their requirements for 
months ahead as there is undoubtedly a substantial 
saving to be made by placing orders now. 





$250,000 Building for St. Boniface 


The nurses’ home in connection with the St. Boni- 
face, Man., hospital, the contract for which has just 
been awarded, will be one of the most substantial 
buildings in that city which has already some very 
imposing structures. 

The home will be located to the north on land 
which in the past has been used for garden purposes. 
It will be five stories and a basement in height, and 
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will be connected with the main building by a six- 
foot tunnel, running from the present dining room. 

The material will be reinforced concrete and white 
brick. The building will contain 170 beds and will 
also have a reception room, recreation room, instruc- 
tion rooms for classes, two dining rooms, one for the 
graduates and one for the pupils, and will be fire- 
proof throughout. It will be heated from the main 
heating plant of the institution. The cost of the 
building and its equipment will run probably to 
$250,000. 

At present there are 142 nurses on the staff of the 
hospital and they have had to find sleeping accom- 
modation in the Hospice Taché, the old folks’ 
home. There are 500 regular beds in the hospital 
and there are sometimes as many as 550 patients 
in the place, extra beds having to be found for the 
inmates. Last year a building was erected for the 
internes, and four years ago a large addition was built 
to the main building to accommodate the contagious 
diseases cases. 

If the hospital continues to grow in popularity 
with the medical profession and -the public of this 
province another large addition will have to be built 
to the structure. 

The sisters in charge have their headquarters in 
Montreal and have hospitals in the United States 
and in many of the cities of eastern Canada, with a 
number also in western centres. : 


- St. Michael’s Nurses Graduate 


Columbus Hall, Sherbourne St., Toronto, was 
beautifully decorated for the graduation of nurses of 
St. Michael’s School of Nursing, who were awarded 
their diplomas on the night of Thursday, May 5, 
before a large and appreciative audience of friends 
and relatives. The chairman, the Hon. Justice 
Latchford, gave a short address, expressing the regard 
in which the nursing profession was held. Father 
Minehan said he believed the nurses controlled the 
universe. Their way was not always a rosy path, for 
they saw the worst in life. 

Rev. Father M. Cline, of Holy Name Church, told 
the nurses the training they had received would fit 
them for the arduous life of the nursing profession. 
Dr. King also spoke briefly. 





Prizes Awarded 


The prizes awarded during the evening were as 
follows: H. C. Scholfield’s Scholarship for one year’s 
post-graduate work in the Department of Public 
Health Nursing, University of Toronto, given to the 
nurse obtaining the highest aggregate marks in theory, 
presented to Miss Claire Collinson, by Mr. H. C. 
Scholfield. 

The Dr. Norman Allen Prize for the highest stand- 
ing in the principles and practice of medical nursing, 
presented to Miss Mary Daley, by Dr. Julian Louden. 

The Dr. Gideon Silverthorne Prize for proficiency 
in surgical nursing and operating room technique, 
presented to Miss Mary Holland, by Dr. Edmund 
King. 

Prize for highest study in obstetrical nursing, 
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Courtesy ‘‘The Business Woman” 
MISS C. M. HAZLETT 
Chief dietitian for the soldier patients at Christie Street Hospital, Toronto, 
and President, The Ontario Dietetic Association 
given by Dr. D’Arcy Frawley, presented to Miss 
Lenore Bowie, by the donor. 

The following prizes were awarded by the vote of 
class members: 

For strengthening and promoting the spirit of 
loyalty in the School of Nursing, given by Mr. T. 
J. Hughes, and presented by him to Miss Grace 
Hiland; highest standing in the observance of rules 
of the School of Nursing, given by the Alumnae 
Association, and awarded as follows: Graduation 
class, first prize, Miss Ivy deLeon; second prize, 
Miss Aurella Gaudet; intermediate class, Miss Grace 
Murphy; and junior class, Miss Mary MacNeill. 
Prize given by the Alumnae Association for the best 
essay on ‘What Benefits Does a Training School 
Derive from Its Alumnae Association?’’ presented to 
Miss Ivy deLeon by Miss Hilda Kerr. 

The Corbett Cowley Prize, given to the nurse ob- 
taining the highest standing in examinations in third 
year, presented to Miss Elaine Collinson by Dr. 
Alex. McKenzie. 





Tea Room and Shop at Hospital 

A cosy little tea room, arranged on the lower floor 
of the new operating building at Victoria Hospital, 
London, Ont., was officially opened on Hospital Day, 
under the convenership of Mrs. H. J. Sutherland and 
Mrs. J. F. Greenaway, of the Hospital Auxiliary 
Board of Women. 

‘The building which is the gift of Col..W. Gart- 
shore, is very adaptable for such a scheme, in connec- 
tion with which there is a small shop. As one enters 
the building the showcases of the shop are seen first, 
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for they are placed by two large windows in the 
hallway. Beyond is the tearoom, which presents 
an attractive colour scheme and gay chintzes. There 
is also a spotlessly clean and easily-managed kit- 
chenette in connection with the suite. 

It is thought that the tea room will especially 
appeal to country persons coming to the hospital to 
be with patients at the time of operations, from 9 to 2 
o'clock. So many people come into the hospital to 
be with emergency patients, and cannot leave the 
hospital to go uptown for meals, and it is hoped that 
the tea room will be of service to them. Mrs. H. S. 
Blackburn and Mrs. J. Egan Magee are the members 
of the committee assisting the conveners. 





Millions in Big Subscriptions 


MONTREAL, QuE.—Among the subscriptions of 
$20,000 and over to the recent $4,000,000 Montreal 
Hospital Campaign were: Canadian Pacific Rail- 
way, $250,000; Sir Herbert Holt (director), $150,000; 
The Bank of Montreal, $200,000; the Royal Bank of 
Canada, $150,000; Molson’s Brewery, $150,000; Drum- 
mond McCall & Co., $150,000; C. W. Lindsay, 
$100,000; McDougall & Cowans, $100,000; A. E. 
Ogilvie, Guy Ogilvie, Miss A. H. Ogilvie, $40,000; 
The Bell Telephone Co., $50,000; Montreal Light 
Heat and Power Co., $50,000; H. R. Drummond 
and Canada Sugar Co., $50,000; E.-W. Beatty, 
$50,000; Hugh MacKay, Edward MacKay, Mrs. 
Robt. Loring, Mrs. Wilson, $50,000; Henry Birks & 
Sons, $50,000; Hanson Bros., $40,000; Sir Vincent 
Meredith, $25,000; William Southam & Sons, and 
Southam Press, $25,000; Mr. & Mrs. J. C. Newman, 
$25,000; Imperial Oil Ltd., Montreal Branch, $25,000; 
Wayagamack Pulp & Paper Co., $25,000; Wabasso 
Cotton Co., $25,000; Sir Charles Gordon, $25,000; 
Hon. Smeaton White (a director), $25,000; Hugh 
Paton, $25,000; Shawinigan Water & Power Co., 
$25,000; Dominion Bridge and Dominion Engineer- 
ing Co., $25,000; Royal Trust Co., $25,000; Canadian 
International Paper Co., $25,000; Royal Securities 
Corpn., $25,000; Montreal Trust Co., $20,000. 


The World’s Largest Cancer Hospital 


The largest cancer hospital in the world, devoted 
to clinics, operation on and treatment of sufferers, 
and laboratories for research into the nature and cause 
of the disease, is to be opened in New York at the end 
of the year, according to an announcement made by 
the president of the New York Cancer Association. 
The association has purchased for $3,500,000 a 27- 
storey building to be used as the hospital, and a fur- 
ther $1,500,000 will be spent on equipment. 





Kellogg Company Will Entertain 


The Kellogg Co. of Canada will have a booth at 
the Canadian Medical Association Convention, at 
Toronto, in which they will be pleased to see physi- 
cians who are interested in the use of cereals for both 
normal and special diets. Tea will be served every 
afternoon. 
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THE MONTREAL GENERAL NURSES’ RESIDENCE 


FETHERSTONAUGH AND McDOUGALL, Architects 


The Nurses’ Residence and Training School of the 
Montreal General Hospital represents, in the fullest 
sense the modern idea of efficiency in caring for the 
nurse and the student nurse. 

For many years the nursing staff of the hospital 
had to be content with inadequate and widely scat- 
tered quarters. The growth of the hospital itself, 
keeping pace with the development of the city, from 
70 beds at the time of its founding in 1918 to its 
present accommodation of 400 beds, has necessitated 
an ever-increasing staff. So far as the nurses were 
concerned, this meant overcrowding in many instances 
with make-shift attempts to alleviate the situation 
by the hospital authorities. The nurses and student 
nurses were scattered in three different buildings. 
Sixty were housed in the hospital proper; Justice 
House, the former Nurses’ Home, accommodated 
ninety, and twenty-five more were lodged in a house 
on Sherbrooke street. They were so cramped for 
space that aS many as three and four, and some- 
times five, were forced to share the same room. 

The hospital authorities, though aware of condi- 
tions and properly sympathetic, were powerless for a 
long time to remedy the situation. Prior to the 
outbreak of the war, when conditions, though far 
from ideal, were not as acute as they later became, 
a campaign had indeed been started for the erection 
of a new home for the nurses, but the outbreak of 
hostilities put a stop to all extraneous efforts. Then, 
too, the financial drain that ensued precluded all 
expenditures not absolutely necessary. The pro- 
ject had to be abandoned for ten years or more. 
while conditions steadily grew worse. 

But the hospital authorities did not forget their 
responsibility towards the nurses, nor did the city 
of Montreal overlook its debt to those who devote 
their days and nights to caring for its sick and suffer- 
ing ones. 

The new building is the culmination of many 
years of careful planning on the part of the Hospital] 
Board. It solves the difficulty both of housing the 
nurses and providing adequate facilities for the 
training of the student nurses. Nothing more com- 
modious, modern or complete for its purposes is 
known on the continent. 

A nine-storey building, its very simplicity of form 
reflects the disciplined lives of those dwelling beneath 
its roof. The work was carried out under the direc- 
tion and supervision of Fetherstonhaugh and Mc- 
Dougall, A.A.R.I.B.A., Architects, and McDougall, 
Pease and Friedman, consulting engineers. 

Buff Stone and Brick 

The facade of the building is constructed partly 
of buff-colored stone and partly of red brick. Samples 
of all materials used in the masonry were submitted 
to the architects for their approval and such samples 
were retained by them in their office as standards 
for reference. 

Decoration, which has been sparingly used, is 
chiefly of a symbolical character, the work of Mr. 
Henri Hebert, R.C.A., sculptor, and represents the 


familiar healing rod and serpent of Aesculapius, the 
classic god of medicine. On either side of the main 
entrance are bas-reliefs of Florence Nightingale 
and Jeanne Mance. 

Owing to the nature of the ground, the sub-soil 
being of clay, it was found to be necessary to drive 
cement piles into the ground before the foundation 
could be laid on which to erect such a tall building. 
Concrete was used for the footings, foundation walls, 
basement floors and all work performed underground, 
while every column, pilaster, beam and girder in the 
building has been covered throughout its entire 
length with reinforced concrete, which material was 
used also for all floor slabs and for the roof. Before 
it could be passed for use, the cement, sand, stone and 
reinforcing steel were obliged to submit to a severe 
test, or undergo other reliable inspection, and all 
structural steel employed in the building has been 
manufactured by the open hearth process, in accord- 
ance with the standard specifications of the Engin- 
eering Institute of Canada. No patchwork or repair- 
ing of any kind has been permitted throughout the 
entire structure, first-class material and workmanship 
having been insisted upon in every detail. 

Tunnel for Convenience 

A unique feature of the residence is that it connects 
with the hospital by a tunnel or underground corridor, 
by means of which the nurses can quickly attain their 
stations in the wards and as quickly regain their 
domicile, without having to struggle into and out of 
overcoats and shoes to face the inclement weather or 
dodge the rapid transit travel of street vehicles. 
The walls are finished in smooth, white plaster, and it 
is brightly lit throughout the whole length, giving 
the tunnel the appearance of an interior corridor 
in a house. 

Much preparatory work was necessary before this 
tunnel, which is constructed of reinforced conrcete 
and runs under Dorchester Street, could be built. 
The entrance to the out-patients’ department, 
beneath which the tunnel passes, had to be under- 
pinned before any excavating could be done, and the 
walls of the hospital on that side had to be shored. 

Through this tunnel also the heating and power 
service is brought to the new home from the main 
power plant at present in the General Hospital. 
This method of supplying power, light and heat 
from one central plant establishes conservation of 
space and labour, economy in the consumption of 
fuel and the elimination of dust in the new home. 

A vacuum steam-heating system has been installed 
and high pressure steam is brought from the machinery 
room of the hospital, through the tunnel, to the mach- 
inery room of the nurses’ home, where it is reduced 
by means of valves to the necessary pressure suitable 
for the heating system and for household use. After 
circulation, pumps placed in the hospital return all 
condensation to the central power plant. 

A clock system of control for radiators is em- 
ployed, this control being installed on the heating 
main in the basement, and whenever the temperature 
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in the rooms drops below the degree desired, it is 
automatically restored by release of steam through 
action of the control. In this way, overheating is 
avoided, and a practical economy effected in the 
absence of fuel waste. 
: A hot water tank, heated by steam, has been placed 
in the building so that hot water of a uniform temper- 
ature for baths or kitchen use can be supplied at 
any time of the day or night. For nurses who come 
off duty at six o’clock in the morning, stiff and tired 
from their night watches, this convenience is some- 
thing more than a mere luxury—it is a necessity. 
And for. the accommodation of the upper floors, 
which in so tall a building might become suddenly 
short of water when too many taps below are running, 
a special pumping apparatus has been installed, 
driven by electricity, capable of forcing the required 
quantity of water up nine storeys. 
Automatic Refrigeration 

The system of refrigeration used in the new home 
originates in the main plant located in the hospital, 
which employs the ammonia method of manufacturing 
its own zero temperature. The pipes conducting the 
brine pass through the tunnel and connect with the 
ice boxes placed in the kitchenettes on each floor, 
aswell aswith thosein thedieteticand superintendent’s 
kitchens. Thus the necessity of ordering ice each day, 
and the struggle to get the piece supplied into the 
ice box, is done away with, as is also that bane of 
ice boxes, the overflow from too full drip pans which 
someone has forgotten to empty. What little drip 
there is is drained off by a pipe from the bottom of 
the ice box connected directly with the sewage system. 

The refrigerators themselves are finished on the 
outside in clear maple wood and the interiors are 
lined with ceramic tiles, the inside of the doors 
being finished in white enamel. Galvanized iron 
mesh forms the shelves. On the outside of the doors 
are heavy brass hinges and a lever handle with lock 
is provided. The ice box being an important factor 
in the health and comfort of its users, the contractor 
responsible for the installation of those in use here, 
was directed to submit precise details of the articles 
he proposed to supply. 

The presence of a water cooler on the premises 
makes possible a continuous supply of ice water in 
every kitchen and at all the drinking fountains placed 
in the corridors of the new building, and it might 
be as well to mention here that all the piping, both 
inside and out, is of brass and non-corrodable, so 
that, looking to the future, it will not be necessary 
to face heavy plumbers’ bills for replacement. 

To Save Labour 

Of all the modern labour-saving devices incorpor- 
ated into the new residence perhaps the most con- 
spicuous and interesting is the aluminum laundry 
chute running from attic to basement.  Air-tight 
doors, fitted with. glass panels, open into this chute 
on every corridor. Soiled linen from each floor can 
be dropped into the chute, whence it slides down to 
the basement and falls into a large box placed to 
receive it. No fuss of collecting the linen from the 
various rooms, no untidy dumping while waiting 
for the maid to collect, as every individual can be 
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responsible for her own share. A water sprinkler 
system has been provided at the top enabling the 
chute to be flushed throughout its whole length and 
thus maintained in a thoroughly clean and sanitary 
condition. The chute has a 2-inch pipe outlet con- 
nected with the drain. 

The most up-to-date method of wiring for electric 
light has been employed, all wires being rendered 
fireproof by running them through steel conduits. 
Diffused overhead lighting is used for the main en- 
trance hall, the corridors, classrooms and kitchens. 
Graceful centre chandeliers carrying 12 lights descend 
from the ceilings in the reception and living rooms, 
and, in addition, brackets bearing two lights have 
been placed at intervals around the walls. Small 
movable standards have been provided for the 
bedrooms, enabling each individual owner to choose 
her lamp shade in the colour most becoming to her 
complexion or her temperament. 

The telephone system introduces a device for 
eliminating the unwelcome caller. All booths and 
departmental telephones are connected with a 
switchboard in the inquiry office under the care of 
an annunciator, who communicates by means of a 
buzzer with the individual rooms. If the occupant 
wishes to reply or receive, she presses a push button 
that informs the annunciator that she is ‘‘at home’”’ and 
at liberty for a chat. If she doesn’t want to be both- 
ered—well, she just doesn’t, and no one knows 
or is offended. 

In Marble Halls 


The main hall on the first floor is reached through 
a vestibule leading from the main entrance, the doors 
of which are of stained white oak with glass panels 
swung on hinges for the convenience of cleaning. 
As on the outer side of the door wrought iron grilles 
cover the glass panels. The pattern for the grilles, 
as well as that for the elevator doors, was first 
approved by the architects before the work was put 
into effect. 

The columns supporting the roof of the main hall, 
its walls, as well as those of the vestibule and main 
corridor are finished in Botticino marble laid over 
terra cotta, of which latter all the partitions of the 
first and second floors, the basement, staircases and 
elevator shaft were built. The marble has been 
beautifully polished and brought to a high state of 
perfection by hand-rubbing. 

The corners of floors and ceilings are rounded, 
as indeed they are throughout the building, making 
it easy to keep them clean. The floor itself is covered 
with black and white checker-board rubber tiles of 
a large pattern, softening the footfall to a mere rustle. 

It is interesting to note here that all concrete 
floors were tested one month after the removal of 
the centreing. A load equal to twice the number of 
people it would be considered safe to allow on the 
floor at one time was distributed uniformly over the 
surface, and with this load on it, the floor was not 
allowed to deflect more than 1-4,000th part of its 
span. Otherwise it was condemned. And, too, the 
floor had to return to its normal position after the 
load had been removed. 

Continued on Page 20 
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of the | 
Montreal General Hospital! 
and One of the Rooms in the Residence _| 


HE entire painting of this splendid edifice—both interior and 
weed €Xterior—was carried out under the supervision of our SPECIAL 

3 CONTRACT DEPARTMENT, who also supplied the window 
shades, as well as the specially designed furniture shown in the illustration. 





Our services in this special work are ever at your disposal—there being 
a staff maintained in connection with each of our stores at 


TORONTO WINNIPEG MONTREAL 


A telegram, telephone message or a letter will summon a representative to you. 


Address all communications direct to 
THE CONTRACT DEPARTMENT 


ae A EATON Cotman 


CANADA 
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All the woodwork in this part of the 
building is of stained and varnished white 
oak, including the desk for inquiries in the 
hall. All doors in this section are quartered 
into eight panels, other doors in other 
portions of the building being ‘‘slab’’ or 
one-panel doors. The balusters and hand 
rails leading up the staircase are also 
made of white oak, stained and varnished. 

Two living rooms, two reception rooms, 
the library, a recreation room \and the 
superintendent’s suite are all situated on 
the first floor. 

Spacious Reception Rooms 


The living and reception rooms are 
spacious and well lighted by four large 
windows, beneath whose sills are nestled 
the radiators, concealed behind handsome 
bronze grilles. Thus the harmony of the 
rooms remains undisturbed by the obtru- 
sion of that ugliness which seems to be 
inseparable from the radiator, though this 
latter is such an essential to comfort in the house 
during the winter. 

The windows are set in steel frames, and the 
surrounds for the window panes are of first-quality 
painted white pine. Some are double-hung and some 
casement windows, the latter being fittedwith water- 
excluding bars. All windows as well as doors were 
required to be close-fitting and yet easy of action. 


The fireplaces in these rooms are lined with tiles, 
the mantel facing being of black and gold marble, 
with white enamelled wood over mantel and surrounds. 
A Ripley damper has been installed in each fireplace 
and all flues were cleaned out before the building 
was occupied. Wrought iron and brass fire dogs 
complete the equipment. 

The two living and two reception rooms and the 


first floor corridors all have picture moulding of 
pine wood. The walls of the living rooms and the 





Typical Class Room 
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Dietetic Laboratory 
corridors have also been divided into panels by pine 
mouldings planted on plaster work, which break 
up the severe appearance of the walls. The dadoes 
of the living rooms are likewise panelled in pine. 
All these mouldings and planed surfaces have been 
hand-smoothed. 

Physical exercises and drill are scheduled for 
performance in the recreation room, which is large 
enough to accommodate all the nurses doing their 
daily dozen at one time. This room has been so 
arranged and equipped that it can easily be converted 
into a ball room, and it is planncd to hold the dances 
given by the nursing staff of the hospital here. 
To this end, and to make their affairs more attractive 
to their partners, a kitchenette is attached to the 
room where a buffet supper can be quickly prepared 
and served to the guests without trouble. 

On the second floor, devoted almost entirely to 
educational purposes, are the class-rooms. 
Windows form one side of these rooms, and 
along the entire length of the opposite 
side runs a framed blackboard of natural 
slate, hand-smoothed to a velvet finish. 
By means of folding doors two of these 
rooms can be thrown into one, converting 
them into quite a large lecture hall. The 
science and dietetic laboratories, completely 
equipped for the making of tests and hold- 
ing of examinations, are also found on this 
floor. In addition there are demonstration 
and dressing rooms, a model linen room, a 
study, and the office for the instructors. 
Here, too, is located the practice ward 
where the student nurses learn their job 
by practicing on one another, which tends 
to make them cautious and careful, since 
the clumsy demonstrator of to-day may 
find herself the dummy patient of to- 
morrow, and—well, revenge is sweet! 

The remaining six floors are allocated 


the the nurses for sleeping quarters. 
Continued on Page 27 
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Supplied rugs for special rooms. 
built upholstered furniture for special rooms. 


HENRY MORGAN & CO., LIMITED 


Beaver Hall Hill Factories 





Living Room, Nurses’ Home, General Hospital, Montreal 
WE supplied curtains, and made shades for the entire building. 


Supplied and made custom 
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There is joy and health 
in FINNELL cleanliness 








OU who have seen pale, haggard 
; faces light ip with renewed hope 
at a ray of s nlight, fresh linen, a 
clean room—can you doubt the value of 
an investment that will bring bright new 
cleanliness into every nook and corner 
of yo:'r hospital? 
In corridors, lavatories, operating rooms, 
laboratories, k t-h2ns, ward rooms, the 
FINNELL Electric Floor Machine puts 
new sparkle and life into the dingiest of 
floors. Ten square feet of floor any- 
where in yo r hospital, when scrubbed 
with a FINNELL and compared with 


DUSTBANE PRODUCTS LIMITED 


Head Office: 


Standard Bank Building, Ottawa, Ont. 


the remaining area, will reveal how clean 
your floors could be! For no matter how 
hard they try, or how much yo. pay 
them, hand workers can never scrub like 
the FINNELL. Not only does it re- 
veal hidden cleanliness and beauty b-t 
it effects a saving of time, labor and 
money that will amaze you! It waxes 
and polishes I’‘noleum or wood too. 
(Use it in the offices and private rooms.) 
Its powerful motor is practically noise- 
less! Write today for information ex- 
plaining the way to efficient, econom- 
ical floor maintenance. 





FIN 


_—~ = | : 34 


NELL 


Branches: Montreal, Que., Wianipes, Man, Vancouver, BC. “ET ECTRIC FLOOR MACHINE 


Eight FINNELL Models—a size for every hospital, large or small 


Tt Waxes \ It Polishes It Sands* It Scrubs 


Please refer to THE CANADIAN HOSPITAL when writing 
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sized window. 


FROM TORONTO DAILY STAR MAY 27, 1927. 


SPECIAL GLASS TRIED 


We have had inquiries from 
the profession from coast to 
coast. Several hospitals have 
already had special wards 
glazed with VIORAY and 
arrangements are under way 
for other contracts. 


Write for Prices 


When writing for prices, 
simply quote space window 
to be glazed. 


WRITE 


W. E. Phillips 


Company, Limited 


OSHAWA_~ - -. ONTARIO 


VIORAY 


(REGD.) 


Health-Giving Glass 


Now Available for Hospitals 
and the Canadian Medical Profession 


We are pleased to report that we are now ina position to 
supply VIORAY Health-Giving GLASS and will make 


estimates for glazing wards, balconies, sun-rooms or any 
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‘Hospital for Sick Children Given 










IN CHILDREN’S WARD 






16 Panes of Vioray 
Glass 











An experiment in the value of spe- 
cial glass which manufacturers claim 
permits the passage of ultra-violet 
rays, cut off by ordinary glass. is 
about to be tried at. the Hospital for 
Sick Children, The Star learns to- 
day. A ward has been fitted up with 
sixteen panes of the special glass, 
each.about seventeen inches by four 
feet. 

The glass, a gift of Colonel Eric 
Phillips, of Oshawa, through Dr. Roy 
Simpson of the hospital staff, is uscd 
in treating cases in which the direct 
light of the sun, bearing the ultra- 
violet ray, which causes sunburn and 
has a very healthy effect in certain = 
diseases, is desirable. The advantage 
of it lies in the fact tnat dfafts of air 
can be cut off and delicate patients 
treated without fear of catching cold. 

Experiments will be carried on, and 
comparison of the progress cf patients 
given direct sunlight, and those treat- 
ed under the new glass will be made 
to determine its efficacy, an official of 
the hospital told The Star. 

The new product, distributed by W. 
E. Phillips Co. Ltd. of Oshawa, is call-. 
ed “Vioray,”’ and ts listed at $1.50 a 
foot. <A special sun ward has been 
donated by Col. Phillips to the Oshawa 
General hospital. 
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Henry Ford Hospital 


DETROIT 


USED 


HOSPITAL WHERE D&G SUTURES ARE 


A FAMOUS 








Kalmerid Catgut 


ERMICIDAL. Exerts a bactericidal ac- 

tion in the suture tract. Supersedes 

the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO. NO. 
SOG. soccesintes Prain CarTcurt............ 1405 
| ee 10-Day CHROMIC........... 1425 
eee 20-Day CHROMIC........... 1445 
| oe 40-Day CHROMIC........... 1485 
Sizes: 000..00..0..1..2..3.04 


Approximately 60 inches in each tube 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


A SEPTIC—not germicidal. Sterilized by 
heat after the tubes are sealed. Boil- 
able.* Unusually flexible for boilable catgut. 


eee emma ne 
. 
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BOR. <ccaweastessesshaveas-secueusen Prain Catcut 
ERGs nvecctheessavesee 10-Day Curomic Catcut 
NAG ucensawsyezneatens 20-Day Curomic Catcut 
BOS sccsascs a eesuaeeen 40-Day Curomic Catcut 
Sines: 000, 100.10. .8.5 38.0 Zend 


Approximately 60 inches in each tube 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 








Atraumatic Needles 


| ale GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength. 
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ILLUSTRATIONS ARE FIVE-EIGHTHS SIZE 
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CURVED NEEDLES ARE IN FLAT TUBES 


NO. INCHES IN TUBE DOZEN 
1341..STRAIGHT NEEDLE........... Ree $3.00 
1342..T wo Straicut Neepies...36...... 3.60 
1343..¥e-CircLe NEEDLE.......... eee 3-60 
1345..¥2-CircLe NEEDLE.......... eee 3.60 


Less 20% discount on one gross or more 
Sizes: 00..0..1 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


Same being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 









BIBsccsieeyrcsbssscouessee Non-Bortaste Grape 
BBO is aecosennssinccoccanesenylers *BoiLaBLe GRADE 


Sizes: 0..2..4..6..8..16..24 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 





DAVIS & GECK INC. ~ 211-221 DUFFIELD ST. vy BROOKLYN,N.Y. 


D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 




















Non-Absorbable Sutures 












NO. INCHES IN TUBE SIZES 
350..CELLULOID-LINEN........60...... 000, 00,0 
360..HORSEHAIR........000005 WOO cnc soncencedes rete) 
390..WuirTeE Sitkworm GUT..84......+.. 00,0, I 
400..BLack Sitkworm GvT..84......... 00,0, 1 
450..WHiTE TwisTeD SILK...60........000 TO 3 
460..BLack TwisTeD SILK.....60........ 000, O, 2 
480..Wuire Braipep Sixk.....60...... 00,0, 2,4 
490..Biack BraipeD SILK.....60........+ 00,1,4 
BOILABLE 


Package of 12 tubes of a size... ..$3-00 
Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 








NO, INCHES IN TUBE SIZES 
802..PLain Katmerip CaTGUT..20..00, 0, 1, 2, 3 
812..10-Day Katmerip ‘¢__..20..00,0, 1, 2,3 
822..20-Day Katmerip ‘*__..20..00,0, 1, 2,3 
862..HORSEHAIR........ 200000005 PO 
872..WHITE SILKwoRM GUT...28...........++. ° 
882..WuiTe TwisTeD SILK......20...... 000,0, 2 
892..UmBiticaL TapPé........... 24...Ye-IN. WIDE 


BOILABLE 


Package of 12 tubes of a size..... $1.50 
Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 








NO. INCHES IN TUBE SIZES 


go4..PLain Katmerip CaTGUurT..20..00,0, 1,2, 3 
g14..10-Day Katmerip ‘* _—..20..00,0, 1,2, 3 


g24..20-Day Katmerip ‘*__..20..00,0, 1,2, 3 


964..HORSEHAIR........ 6-20-0065 GO. sensei: 00 

974..WuiTe Sitkworm GuT...28............++ ° 

984..Wuite TwisteD SILK......20...... 000, 0,2 
BOILABLE 


Package of 12 tubes of a size..... $2.40 
Less 20% on gross or more or $23.04, net, a gross 


The ash of D@G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 





process. 


Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 


4 





7y e1Nce suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 


BOILABLE 


3 No.650. Package of one tube. . $.30 
Less 20% discount on one gross or more 


Circumcision Sutures 








~~. suture of Kalmerid germi- 
cidal catgut, plain, size 00, threaded 
on a small full-curved needle. 


BOILABLE 


No. 600. Package of 12 tubes... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 


{Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating action on tissues. 
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UY DE CHAULIAC 
(1300-1368) was the first to 

take the operation for hernia from 
the hands of strolling mountebanks, 
He rendered his patients stuporous 
by inhalations of vapor from sponges 
containing lettuce, opium, hemlock 
and other drugs and dipped in hot 
water. In herniotomy he sought to 
promote fibrosis, one of his methods 
being to constrict the sac with a silk 
ligature, knotted securely over a 
superimposed block of wood, and al- 
lowed to remain until it cut through. 


D&G Sutures 


“THIS ONE THING WE DO” 


VAVIS & GECE iC. 
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Suites for Seniors 


The third floor is occupied by the senior nurses, 
and is divided into separate suites, composed of a 
bedroom and sitting room, with a bathroom for 
every two suites placed between them. 

Opening off this floor is a terrace overlooking 
the front of the house, with balustraded parapet 
and tiled floor, making it convenient for the nurses 
to take a ‘‘breather”’ 
without being under 
the necessity of don- 
ning street clothes 
and going out for a 
walk. 

The other five 
floors consist of sin- 
gle rooms, and’ the 
understanding is 
that the higher you 
go the lower you 
stand. That is, the 
low junior nurses 
occupy’ the higher 
floors, those next in 
rating descending a 
little lower and so 
on down the grades, 
till the senior nurses 
are reached on the 
third, and the super- 
intendent’s suite on 
the ground floor. 

The rooms of the ninth floor, however, where 
the noises of the street are least heard; are reserved 
for nurses coming off night duty and obliged to make 
up their sleep during the day. Here they can finish 
out their slumbers peacefully without being disturbed 
by the-busy world beneath them. 

Each typical floor contains twenty-three single 
bedrooms and four double rooms. 


* eae saad 








A kitchenette is located on every bedroom floor, 
equipped with gas stove, sink and drain board, a 
pantry, a table and an ice box. When, for some reas- 
on or other, a nurse is compelled to make a scratch 
meal, she can find here to hand all the necessary 
implements. Little sitting rooms adjoin these 
kitchenettes, fulfilling a long-felt want of the nurses 
by providing a place to eat such meals in comfort 
and. at leisure. 


Plenty of Clothes Space 


All the bedrooms have built-in closets fitted with 
three shelves and a rod for hangers. The linen 
closets on each floor have two tiers of five shelves, 
24 inches wide, while housemaids’ closets have three, 
and storage closets five shelves apiece. All cup- 
boards are constructed from clear pine, hand-planed 
and smoothed, and either painted or stained and 
varnished. 


The floors of the bathrooms, toilets, lavatories 
and housemaids’ closets are tiled with three-quarter 
inch ceramic tiles. Private bathroom floors, i.e., 
those belonging to the suites of the senior nurses and 





Science Laboratory 
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the superintendent, are tiled in two colours with 
appropriate borders. The bathrooms, toilets and 
the backs of the dressers in the kitchens also have 
tiled dadoes, those in the bathrooms rising to a 
height of 4 feet 6 inches. 


The surrounds of all baths and showers are of 
white marble and all angles, bolts and other metal 
fittings are nickel-plated. Accessories such as wall 
grips, soap and tum- 
bler holders, are of 
China and _ have 
been built into the 
walls. Altogether, 
there are 48 bath- 
rooms in the new 
home. 

No less than 165 
medicine cabinets 
have been supplied. 
They are finished in 
white enamel, fitted 
inside with glass 
shelves, and on the 
outside with a bev- 
elled-edged mirror. 

Coming at last, 
logically, to the roof. 
This is flat and com- 
posed of, first, one 
thickness of sheath- 
ing paper; second, 
two pieces of tarred felt placed shingle fashion; third, 
the whole coated entirely with pitch; fourth, another 
layer of 3-ply tarred felt; and, fifth, another coating 
of pitch, onto which, while hot, is scattered not less 
that 300 pounds of gravel for each 100. square feet. 
It was stipulated in the contract that the felt must 
be laid without wrinkles or buckles, and that not 
less than 150 pounds of pitch must be used for con- 
structing each 100 square feet of completed roof. 

A fire alarm system has been installed in the 
new home and is connected with the main hospital, 
the water ducts running through the tunnel between 
the two buildings. Signal alarms and hose racks 
have been placed on every floor, though every 
endeavour has been used to render the building 
as fireproof as possible. 

The total cost of the new Nurses’ Residence is 
approximately $700,000, towards which the Prov- 
incial Government has contributed $300,000. A 
further large sum has been raised by private subscrip- 
tion, but there still remains between $170,000 and 
$300,000 to be provided. The Hospital Board of 
Management contemplate making a drive in the 
near future to obtain the n cessary funds to pay off 
the deficit and clear the building of debt. 


Toronto, OnT.—Forty-eight motor cars were re- 
quired to convey the tiny inmates of the Hospital 
for Sick Children to their summer quarters on the 
Island. The police arrangements were splendidly 
carried out, and all the patients and nurses reached 
their destination according to schedule and without 
mishap. Members of the John Ross Robertson 
Motor Club assisted in the removal. 





28 THE CANADIAN HOSPITAL June, 1927 


MUSAB ES JB AV AASV ARABS ABA ABAES/ ARAL SAMA ARS MS Ss 8 IBA BASRA RA Bn 





A Hospital Day Editorial 


Reprinted from The London Free Press, May 7, 1927 
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Florence Nightingale, the woran who 
played such an ovtstanding role in the 
establishment of what has becorre to-cay 
throughout the world the greatest factor 
contributing to the relief of the ails of hun anity. 





Florence Nightingale was born on May 12, 1820, 
107 years ago. Popular imagination associates her 
with what to the younger generation is the remote 
period of the Crimean War. But the Lady of the 
Lamp put aside that beacon of hers 17 years ago. 
She died in 1910, in her 90th year. 


In the pantheon of human achievement there 


are corridors filled with the names of earth’s great. 
Each of these have their votaries. Proud commanders, 
whose names may yet be used with authority where the 
sons of Mars ascemble, each have their place. Some, 
like Julius, are of that heroic breed of conquerors upon 
whom time makes no conquest. Others less happily 
placed for the admiration of prosperity, are being cov- 
ered with the dust of oblivion. 


But in the earth’s most sacred chapel of memory 
are a few great figures whose God-like benevolence 
attracts universal admiration. 


Such was that monk whose murder-sickened soul 
impelled him to leap into a Roman arena and deirand 
in the name of the Christ Rome officially worshipped, 
that gladiatorial combats cease. Mob fury took his life 
then and there to propitiate their blood lust. But the 
soul of the Martyr Telemachus did more than the 
living man could. His hundred wouncs awoke long- 
slumbering consciences. 


And of that supreme dignity was that other martyr, 
Abraham Lincoln, whose blood sealed his life work for 
emancipation of an enslaved people. 


To-day, on the eve of London’s Hospital Day, 
dedicated to the shade of Florence Nightingale, it is 
well to remember that no other hurran figvre is so 
entitled to universal reverence as the Angel of the 
Crimea. 


King Edward VII invested her with the Orcer ot 
Merit, the highest decoration of its kind in the British 
Empire. But that cignity becores absurd besiue the 
glory of the living crown with which humanity univer- 
sally invests the brows of this English saint. 


As a child Florence Nightingale heard the call of 
her future vocation. St. Joan of Arc heard aerial 
voices. Florence Nightingale heard the whimper of her 
pet collie. Romantic history is the richer for the Maid 
of Orleans, but the world’s debt to the first British 
woman nurse on a battlefield is beyond computation. 


Childhood rassed and her heart, still pulsing in sym- 
pathy with the sick and wounded of the world, Florence 
Nightingale went up to London to be presented at 
court. Her station of life Ceranded it. She kissed 
the Queen’s hancs and then her career began. A 
hundred other British raids, who were presented with 
her, looked upon that event as the beginning of social 
careers. But the one member of that company whose 
name history holds with loving jealousy went from the 
Queen’s Crawing-room to train herself a> a nurse. 


Shortly before the Crimean War she graduated from 
a Protestant Ceaconesses’ home of the Sisters of Mercy. 
As time passed and war’s awful shadow fell across 
England, there came horrible reports of conditions 
in army hospitals in the Crimea. 


Florence Nightingale, and other noble women 
influenced by her, volunteered their services. Their 
offer was accepted, and she is seen next organizing a 
nursing service in hospitals where the death rate was 
42 out of every 100 wounded and sick ren. She gave 
her frail body to the task and the death rate dropped 
to two per cent. 


Through great warcs where worran’s innate decency 
and one worman’s mighty genius had worked a miracle 
of bodily salvation, passed the august figure of the Lady 
with the Lamp, 


Sometimes she was on her feet 20 hours a day. 


. Bearded veterans of the Crimea remember and worship 


her memory. Her hand soothed fevered brows; her 
strength, which was the strength ot a spiritual mother- 
hood, helped tortured men to take another grip on 
life; her calm voice was the last earthly thing heard 
by dying heroes. 


But Crimea cid not end her work, She advised the 
Arrerican Federal Hospital Service in the days of her 
Civil War. A grateful Britain had sent a warship to 
bring her horre from Crimea. She eluded the honour 
and slipped in by way of France. 


The nation raised 50,000 rounds sterling to reward 
her services. She would not touch it, but gave it to 
the founding of a nurses’ training school in London. 


She wrote rany books and gave the profession of 
nursing that necessary impetus towards making it 
the force it is to-cay. 


And then, fovr years before the beginning of the great- 
est of all wars, her sou! passed to join the choir invisible. 
But in that war whose threatenings were clearly seen 
by many at the time of her ceath, bore caily witness 
to her life and work. And in a huncred base hospi- 
tals and a thousand Cressing stations, on hospital 
ships and in convalescent homes, the British ‘‘Sister’’ 
carried on her work and added new and illustrious 
traditions. 


All of which London hospitals celebrate on Thursday 
—Florence Nightingale’s Day. 
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Opening of Measles Hospital / ™~\ 
Toronto, Ont.—The Bell Telephone Company Sterling 


has made a subscription of $20,000 to the Trustees SURGEON’S GLOVES 
of the Toronto General Hospital in behalf of the fund “ oki 

now being raised to cover the cost of enlargements Wrist Fitting Is Important 
and acquisition of land by the hospital. 

Considering the important position held by the 
Toronto General Hospital in the field of research, 
and in the teaching of medical students, covering not 
only Toronto, but the Province of Ontario, making 
it in effect an important Provincial hospital, the 
Bell Telephone Company felt that in view of its very 
large interest in the City of Toronto, and in the 
Province, it could not refuse to join in this worthy 
endeavour. The Telephone Company has nearly 
5,000 employees in Toronto alone, and consequently 
has a very direct interest in the health and welfare The illustration shows how perfect is 
of the citizens. the fit at the wrists of Sterling Surgeon’s 
Gloves—how snugly and comfortably 
they clasp the wrist. 

















Athletes Find Honey Beneficial 


This is one of the reasons that make 
Sterling Gloves a “second skin” which 
protects the hands without impairing 
their sensitiveness or efficiency. 


For almost three years the members of the Toronto 
Central Y.M.C.A. Walkers’ Club, the premier club 
of its kind in Canada, have been using honey as a 


staple article of diet. , 
Following a medical research work on Sterling Rubber Company 





diet and athletes’ endurance in which was involved cig 
stimati f blood sugar before and after competi- paumringgltebltoesinets 
estimations 95 Di0od sug P Largest Specialists in SEAMLESS Rubber Gloves 
tive walks, these members aforementioned were NQ in the British Empire. f 
advised to incorporate in their bill of fare a large 








quantity of natural sugars, and the article deemed 
most suitable by medical opinion was honey. 

This type of athletic activity in which these men 
are engaged demands great stamina and endurance, 
and the food problem is one that demands close 
attention. 

Honey has been found to have the following 
advantages: It is non-irritating to the delicate mem- 
branes of the digestive apparatus. It has assimilated 
rapidly and easily. It quickly furnishes the demand 
for energy. It enables the athlete to recuperate 
rapidly from severe exertion, and the men using it 
show less evidence of fatigue, according to standard- 
ized medical tests. As far as this research work has 
demonstrated, the use of honey spares the kidneys, 
lessening tissue destruction. It has a natural and 
gentle laxative effect. It is easily obtained and it is 
inexpensive. 

The group of athletes already mentioned, under 
the direction of W. L. Finley, D.D.S., have been very 
successful in the past and are now in the throes of 
intensive training for the largest walking race in the 
world, a 10% mile event, which takes place annually 
in New York on Thanksgiving Day, November 25th. 
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A pure, efficient cleanser 


GREEN 
SOAP 


HARTZ 








Prepared from the highest grade of 
vegetable oils only, saponified by 
pure Potassium Hydroxide. Green 
Soap (Hartz) is all pure soap, eco- 
nomical in use, and will give abso- 
lute satisfaction. 


WTS SH SSIS 


Write for prices and samples 


Manufactured by 


The J. F. Hartz Co., Limited 


Pharmaceutical Manufacturers 


Gift of $1,500,000 


The Royal Free Hospital in London has announced 
that George Eastman of Rochester, N.Y., head of the 
Eastman Kodak Company, has given $1,500,000 to 
establish a dental, tonsil and adenoid clinic in Lon- 
don, similar to the one he established in Rochester. 


Please refer to THE CANADIAN HOSPITAL when writing 


TORONTO MONTREAL 
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PHARMACY SERVICE IN THE HOSPITAL 


By WILLIAM GRAY, R. Ph. 
Pharmacist, Presbyterian Hospital, Chicago 


If we omit from consideration the surgical and 
obstetrical departments, it is evident that the phar- 
macy is the very backbone of the hospital. Since 
the relief or care of the sick depends so largely on the 
medicine supplied, the responsibility of the pharma- 
cist is great because he supplies these medicines 
in their most efficient and palatable form and directs 
their purchase, manufacture or preparation. Even 
with anaesthetics and surgical solutions, as well as 
reagents, he is relied on for efficient and economical 
sources of supply. Therefore a few suggestions 
touching the manner of preparing, handling and dis- 
pensing these medicines, solutions and reagents may 
be of value to the hospital organization. 

Only U.S.P., N.F. and new and_ non-official 
remedies recommended by the Council of Pharmacy 
of the A.M.A. should be used, particularly if medicine 
is furnished with patient’s room without extra 
charge. There are perhaps 30,000 proprietary med- 
icines on the market, and any one of them might be 
called for by some physician. Of course, if a charge 
is made which covers the cost plus overhead, it 
would be immaterial what item is supplied. It is 
not advisable to keep proprietary preparations on 
hand except in special cases where there is a very 
definite demand for them. 

Fireproof Storeroom 

A fireproof storeroom should be provided, prefer- 
ably outside the main building, for the storage of 
alcohol, ether, ethylene and other explosives. All 
rooms where alcohol or narcotics are stored should 
have burglar alarm attachments. An extra store- 
room should be provided for excess stock. Especially 
is this so where the hospital is large and one must buy 
to advantage. 


From a paper read before 1927 convention of the Hospital Association 
of Illinois, Chicago, May 5-6—Reprinted from Hospital Management. 


There should be medicine cabinets, well stocked, 
on each floor, with a separate compartment for poisons. 

Printed instructions should be framed and hung 
up at the side of the cabinet, informing nurses on 
keeping qualities; that is, how to keep the various 
substances on hand so that all articles, whether 
for internal or external use. will be 100 per cent. 
efficient. For example, such important medica- 
ments as Tr. Digitalis, Tr. Stropanthus, Tr. Aconite, 
F. E. Ergot should be kept in small, well stoppered, 
dark brown bottles, away from light. The fuller 
the container the better, as this limits the amount of 
oxidation, which is the chief cause of deterioration. 
None of these items should be kept after one year 
has elapsed from the date of manufacture. 

Solutions of the various salts of Iodine should not 
be exposed to light or free Iodine will be liberated 
therefrom. Syrup Ferrous Iodide is an exception 
and may be kept i1 the light in well filled bottles. 

Use Only When Freshly Prepared 

Diluted Nitrohyd-ochloric Acid. 

Sulphurous Acid. 

Chlorine Water or Comp. Sol. of Chlorine. 

Creosote Water. 

Infusion Digitalis. 

Sol. Citrate of Magnesia. 

Sol. Ammonium Acetate. 

‘Sol. Iron and Ammonium Acetate. 

Sol. Potassium Citrate. 

Sol. Sodium Citrate. 

Sol. Potassium Acetate. 

Sol. Sodium Acetate. 

Solutions of organic substances in general, such as 
Morphine, Atropine, Strychnine, Pilocarpine, Eser- 
ine, Cocaine, etc. 

Diluting Silver Solutions 


Be sure to use distilled water. 
(Continued on page 32) 
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Hundreds of Hospitals 
depend on Frigidaire 


ANY and varied are the requirements of hospital 
refrigeration. All are met positively, safely and 
most satisfactorily by Frigidaire. 


Frigidaire Electric Refrigeration provides correct temper- 
atures for safely preserving costly drugs, serums, antitoxins. 
blood for transfusion. It automatically maintains at all 
times constant low, dry temperatures at which rapid 
bacterial growth is impossible. 


Frigidaire banishes the need for an outside ice supply. It 
operates day after day, year after year, with practically 
no attention and at surprisingly low cost. It may be 
obtained complete in metal cabinets finished in white Duco 
and lined with seamless porcelain enamel, or the Frigidaire 
mechanical unit may be installed in standard ice boxes. 


Send now for full information regarding the manifold adv- 
antages of Frigidaire for hospital refrigeration. 


Frigidaire Corporation, Toronto, Ontario 
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Pharmacy Service in the Hospital 
Continued from Page 30 
Do Not Expose the Following to Light 


Phenol. Mercuric Salts. 
Resorcinol. Volatile Oils. 
Alkaloids. Hydriodic Acid. 
Silver Salts Hydrocyanic Acid, Dilute 
Calomel. Amy! Nitrite and Other 
Santonin. Nitrites. 
Naphthaline and Beta Chloroform. 

Naphthol. Bromoform. 


Ferric Salts. Sol. Hydrogen Dioxide. 
Do Not Expose the Following to the Air 
Volatile Drugs, solid or liquid. 
Lead Acetate. 
Lead Subacetate. 
Ammonium Carbonate. 
Calcium Oxide. 
Magnesium Oxide. 
Theobromine Sodio Salicylate. 


Keep the Following in Well Stoppered Containers in 
Cool, Dark Place, Preferably Refrigerator 


Spirits of Nitre (well filled bottle). 

Syrups and Mucilages. 

Castor Oil, Cocoanut Oil, Cod Liver Oil, Lard, etc. 

This applies to all animal and vegetable oils when 
kept in partly filled containers. (Filled, well stop- 
pered bottles of this type keep well anywhere.) 

Biologicals in general. 

Vaccines and Serums in particular. 


temperature of 40 degrees Fahrenheit. 
Promptness and Efficiency 
It is most economical, as well as more efficient, 


Best kept at a 
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and certainly more responsive to the patients if all 
medicinal orders are given by the intern in individual 
dosage. This allows the nurse to give dose immedi- 
ately, if necessary, from the medicine cabinet on the 
floor, instead of waiting until a special prescription 
could be compounded calling for special container, 
special directions, labelling, filling, etc. All this would 
take a lot of time for that individual case. Then 
perhaps the next day the physician might want to 
modify the prescription in some way, which would 
mean almost a total loss of articles used, time, etc. 
This is easily obviated and with great saving by order- 
ing single doses, as in the following example: 

Suppose the intern wishes to give Ferrous Carbon- 
ate (Blaud’s), either pill or capsule,in combination with 
Arsenic or Arsenic and Strychnine or any other 
combination; by having these medicaments in all 
size dosages in medicine cabinet, the nurse merely 
gives one of each item. This means that in the cab- 
inet you would have Blaud’s (preferably capsules 
made from the dried powder) in 1, 2, 3 and 5 grain 
doses, Arsenious Acid (properly called Arsenic 
Trioxide) in 1/30, 1/40, 1/50, 1/60 and 1/100 grains, 
Strychnine Sulph. in 1/20, 1/30, 1/40, 1/50, 1/60, 
1/100, 1/150, 1/200, etc. The tablets of Arsenic 
and Strychnine are quite small as a rule and very cheap. 
Where a capsule is used they can be placed inside 
of same if preferred. 

All prescriptions of this kind are filed by the 
nurse on the floor. 


Where Narcotics are used a special printed blank 
: Continued on Page 34 














Pharmaceutical 
Green Soap 





Sterilized Snow 
White Petrolatum 


(in Tubes) impurities. 
Hydrogen-Peroxide 
with or without 
Thymol. drums. 


(In bulk form) 




















168-170 ONTARIO ST. 





“SOLYOL’’—the Disinfectant for Hospital Use 


ECOGNIZED from 
coast to coast as a 
disinfectant of unusual 

uniformity and purity. 

Contains no free alkali or 


Sold to hospitals in 1- and 5- 
gallon tins and 45-gallon steel 


Samples and prices on request 


Use Polusterine for the treatment of Gangrene and Virulent Sores 


Manufactured only by 
Polusterine Products Company of Canada, Limited 


—, 












OF CANADA, LIMITED 


TORONTO «ONT J 
a 


TORONTO 
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X-RAY NEGATIVES ~-~ 
—_— SAFELY STORED 





No. 204-X 


AN INSULATED CABINET FOR HOSPITAL, SANITORIUM, X-RAY SPECIALIST 


Serves a Two-Fold Purpose: 


protects your valuable negatives from fire and loss 
protects your building from film combustion within the cabinet 


In the two compartments of the cabinet illus- sheet steel interlined with 4” Asbestocel insula- 
trated are 102 spaces (51 each) 15” x 1” for tion. 
negatives, and with }” Transite Asbestos si ae . , 
oan : us 3 The cabinet itself is our standard cabinet con- 
parators. , ; tn 
struction with combination lock, tongue-and- 
The centre division wall and inner door are of groove door, etc. 
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ESTABLISHED 1855-72 YEARS’ EXPERIENCE 





TORONTO J.6¢J. TAYLOR vimiteo WINNIPEG 
MONTREAL. ToRONTO SAFE works VANCOUVER 


145 FRONT STREET EAST, TORONTO 
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“Perfect” Feather 
Spring Mattresses 


—an investment in 
real economy. 


—an assurance of 
boosts instead of 
complaints. 


So much depends upon the cho ce of 
mattresses for patients’ rooms that 
only those suitable for 24-hour 
service, day in and day out, should 
be considered. 


In our *‘Perfect’’ Spring Mattresses 
hundreds of live, tempered coil 
springs are enclosed in separate 
fabric pockets, divided into five 
units. ; 


On either side of the spring units 
is a layer of fine agava hair, next a 
heavy layer of cotton felt and then 
a layer of soft, resilient feathers. 


As users say, “The Best Mattress 
made.” 


- Our New x 


Double Arc Pillows 


are becoming more popular 
every week, Two sections, 
one inside the other, form 
a natural do-ble arc that 
. prevents. flattening and , 
~ packing. f 














ALSO PILLOWS MADE ESPECIALLY FOR -° 


THOSE SUFFERING FROM ASTHMA 
AND HAY FEVER 


If your dealer does not handle, write us 


The Canadian Feather 
& Mattress Co. 


LIMITED 
Toronto Ottawa 


We Keep Awake that Others may Sleep 
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Pharmacy Service in the Hospital 
Continued from Page 32 


enumerating the different substances subject to pro- 
vision of Harrison Law is used and signed.by the 
attending physician. All orders from the drug room 
should be written in a book for that purpose and 
supervised by the superintendent or whoever he may 
delegate to do so. 

Work Should Be Organized 

The floor nurse should anticipate her wants in 
advance so as not to cause a line-up at the drug room, 
thereby using the time of both the nurse and pharma- 
cist who could be otherwise more profitably employed. 
Also, it is not safe to interrupt the pharmacist during 
the course of his regular duties. This might cause 
divided attention. The order of business of the phar- 
macy should be such that there will not be any 
repetition of the work. For example, all preparations 
of the same kind should be made at the same time. 
Only one delivery should be made and that after all 
orders are completed. Any time left after the 
completion of daily orders should be used for special 
duties such as preparations for the pathological 
laboratory, research, manufacture of stock solutions, 
checking bills, relabeling, etc. If the pharmacist 
does the buying, that is an added duty of no mean 
proportion. I think it best that he do the buying 
for his department. Where chemicals are concerned, 
he may buy to advantage for other departments, 
such as pathological, X-ray, power house, laundry, 
housekeeping, etc. Of course he must have the 
confidence of the management to do this and he should 
have that at all times. 

Realizing as I do that no two hospitals may have 
the same problems, I can only try to outline in a 
general way what may be to the advantage of all. I 
am not going to put in a plea (because I am a phar- 
macist) that all hospitals, no matter what their size, 
should employ a registered pharmacist, although I 
think it would be to their advantage to do so, pro- 
vided of course that they employ a man or woman 
who will manufacture most of the preparations of 
the Pharmacopeia and National Formulary, who will 
prepare qualitative, but not quantitative solutions 
for the pathology laboratory and other departments of 
the hospital and who will make sterile solutions for the 
eye, hypodermic, intravenous, intraperitoneal and 
intraspinal use. Such a person can co-operate in 
research work where pharmaceutical skill is needed. 

Drug Room Training for Nurses 

I believe it of the utmost importance to the hospi- 
tal as well as the patients that the pupil nurse have 
about one month’s training in the drug room. She 
will not only get a knowledge of how solutions, pow- 
ders, capsules, etc., are prepared, but will develop a 
better sense of proportion. For example, pupils 
may have learned tables of weights and measures 
and all have learned to translate percentages and 
decimals into common fractions and vice versa. 
They have learned these things, howevers in the way 
most people have, as abstract exercises unconnected 
with real things. Therefore it is quite possible that 
the pupil who has never had occasion to use weights 
and measures will not be able to differentiate between 
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minim fluid dram or fluid ounce (liq. apoth.), cubic 
centimeter or litre (liq. measure metric), between 
gram scruple or draw (apoth. dry measure), milli- 
gram, centigram, decagram, gram or kilogram 
(metric dry measure). As for pharmaceutical arith- 
metic, our pupil may know how to do calculus, but 
when asked the difference between 1/60 and 1/50 
grain or how much 1% sol. is required to make one 
pint of 1/3000 sol., she may falter. This can be well 
taught in a simple way in the drug room by practical 
application. 

As may be surmised, it is not practical to follow 
any set plan of instruction. The demands on the 
pharmacy from day to day or hour to hour determine 
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Florence Flasks (all 
sizes) Burettes. 

Water Baths. 
Percolators. 

Double Boiler or Steam- 
Jacketed Kettle. 
Scales, 1 or 2 (25 Ib. 
capacity). 

Scales 1 sensitive to 1 
Millegram. 

Scales 2 to 6 sensitive 
to 1/20 grain. 

Cork Press. 


Cork Puller. 
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Metal Faucets for bar- 
rels (some with pad- 
lock attachment). 

Glass Graduates, metric, 
all sizes. 

Glass Graduates, apoth- 
ecaries’, all sizes. 
Mortars, 1 glass, 1 por- 
celain. 

Wedgewood, 7, Nos. 0, 
1, 2, 3, 4, 6, 8 

Retort Stand. 

Test Tube Stand. 

Pill Machine. 








the work to be done by the pupils. All work must, Continued on Page 38 
of course, be strictly supervised by the pharmacist. p= —____——- 
I believe, however, that the educational work is all 
the greater since the purpose is not to pour into the 
minds of the pupils as large a mass of information 





Do You Know! 


as possible, but to vitalize what they do know, || That your McKesson Appliances 
resulting in increased interest and self-confidence, 1 |} ean be repaired in Toronto? 
am sure. 


A complete line of parts is always 
carried in stock. 


Necessary Utensils 
Some of the very necessary utensils and adjuncts 
of a well-ordered pharmacy are as follows: 





’ 7 We will gladly furnish references. 
Horn Scoops, all sizes. 


Sieves, all sizes. QUEEN CITY DENTAL MANUFACTURERS 


Gauze and Cotton for || : LIMITED 
straining liquids. 112 Carlton St. - Toronto 2, Canada 


Filter Paper, all sizes. 
Glass Funnels, all sizes. 


Distilling Apparatus for 
redistilling water 
(should be made entire- 
ly of hard glass). 

Bunsen Burner. 

Evaporating Dishes. 





Agents for McKesson Appliances 
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it Mixtureand Pressure |" 
i Are Essential ii 
o RESSURE of the gases in the nasal ie 
ay inhaler and post-nasal air passages pre- Pri 
rd vents the inhalation of air through the we 
a mouth. While increasing the pressure with Be 
ae the McKesson machine, the mixture does 3 
ay not change. ii 
Re One dial gives any desired mixture of nitrous MB 
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oxide and oxygen. The apparatus responds 
instantly and maintains the mixture indefin- 
itely, resulting in a positive control of anes- 
thesia not obtained to the same degree by any 
other apparatus. 
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McKesson Universal 


Unit No. 100 Write for information 


| Toledo Technical Appliance Company 
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Se 2226-36 ASHLAND AVENUE, TOLEDO, OHIO 
3) Manufacturers of Gas-Oxygen Machines, the Metabolor and Surgical Pump 
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Editor's Note: Contributions of items for publication in this department will be gladly received. 


Please address, 


ASSINIBOIA, SASK.—The new municipal hospital 
here was opened on May 12th. Miss Mildred S. 
Massey, R.N., is the superintendent. 

* * * 

Toronto.—The new school of hygiene of the Uni- 
versity of Toronto will be formally opened on June 
9 by Sir George Newman, K.C.B., chief medical 
officer of the ministry of health for England and 
Wales. 

* * * 

St. CATHARINES, ONT.—A new hospital for con- 
sumptives is to be constructed to replace the present 
building, situated on the old Welland Canal, just 
east of the city. The new hospital will be large 
enough to meet the requirements of not only St. 
Catharines, but all the Niagara Peninsula. 

ae? ee 

DartmMoutH, N.S.—A change in responsibility of 
management has been announced at the Nova Scotia 
Hospital. Dr. Lawlor, who has served on the 
medical staff for twenty-six years, thirteen as Super- 
intendent, continues to carry on the medical work of 
the Hospital, and is responsible to the Honourable 
Minister of Public Works. The general manage- 
ment of the staff other than that in direct connection 
with the patients passes under the authority of the 
Business Manager, Mr. J. W. Doyle, recently appoint- 
ed. Dr. R. L. Murray, for the past thirteen vears 
Assistant Medical Superintendent, has resigned. 

ok % * 


Lonpon, Ont.—Dr. George H. Stevenson, assist- 
ant superintendent of the Ontario Hospital, London, 
of which Dr. W. J. Robinson is superintendent, has 
been awarded a Rockefeller travelling fellowship for 
the purpose of studying mental hygiene methods 
in the large clinics of American cities, such as Boston 
and Baltimore. 

Dr. Stevenson, who is associate professor of psy- 
chiatry at the Western University Medical School, 
has for some time been interested in the organiza- 
tion of an out-patient clinic at Victoria Hospital, 
with a view to instituting certain preventive measures 
in the field of psychiatry. 

On his return from his studies in the fall of 1927, 
he hopes with the assistance of Dr. G. G. Clegg, 
superintendent of Victoria Hospital, and his staff, to 
open an out-patient clinic at that institution, which 
will serve London and district, and at such a clinic 
expert advice and treatment can be given along most 
modern lines to persons suffering from nervous 
disorders which might otherwise lead to nervous 
breakdown or other more serious mental illnesses. 


The Canadian Hospital, 454 King Street West, Toronto. 


OWEN SounpD, Ont.—Plans for the $50,000 extension 
to the General and Marine Hospital, Owen Sound, 
have been finally approved by the board of manage- 
ment, and within a short time work will commence. 
When this addition is completed, Owen Sound will 
have one of the most modern hospitals to be found 
in any of the smaller cities of Ontario. 

“ak ae 

Toronto, ONT.—The Jackson Lewis Construction 
Company has been awarded the contract for the build- 
ing of the branch of the Hospital for Sick Children 
which is to be erected between Weston and Thistle- 
down. The cost will be over $500,000 and the hospi- 
tal will have 112 beds at first, with room for 300 
later. Convalescents, who have passed the acute 
stage of their illness at the College street hospital 
will be taken to this branch to get the benefit of fresh 
air. 














Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


‘YORK” 
ICE MACHINES 


“‘The Best Made” 


Let us send you the names of those nearest you. | 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Montreal Winnipeg Vancouver 
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KINGSTON, ON?.—The corner stone of the new nur- 
ses’ home at the Kingston General Hospital was laid 
on May 12th, by Hon. Lincoln Goldie, provincial 
secretary, who, during the course of a brief address, 
stated that the hospitals were not receiving enough 
money from the governments, but it was impossible 
to increase grants at the present time. The new 
home will have accommodation for over 150 nurses. 
The present nursing staff at the hospital numbers 126. 

a. << & 

WINNIFEG, MAn.—Miss F. J. Potts, director of 
nursing for Shriners’ hospitals in Canada and the 
United States, spent some time in Winnipeg during 
the early part of May and made an inspection of the 
local unit, which is lodged within the Children’s 
Hospital. There are only two Shriners’ hospitals in 
Canada, the other one being at Montreal. No ex- 
pansion in the work here is contemplated at present. 


* * * 


YorRKTON, SAsSK.—Yorkton is to have a new 
hospital, according to an announcement made by 
S. N. Wynn, vice-president of the hospital bozr4d, 
and the first 25-bed unit will probably be constructed 
this year. 

It is intended, he said, to construct a fully modern 
100-bed hospital eventually, with the first unit under 
way now. It is estimated that the cost of erecting 
the unit will be in the neighbourhood of $35,000, and 
the surrounding municipalities are to be asked to 
make generous grants towards the work. The public 
will also be asked to help. 


* * ao 


FREDERICTON, N. B.—Four members of the staff 
of the Victoria Public Hospital have recently given 
up their positions. They are: Miss Margaret Pringle, 
of Stanley, superintendent; Miss Kathleen Hill, 
of St. Stephen, assistant superintendent; Miss Helen 
Roelofson, of Galt, Ont., nurse in charge of the 
operating room; and Miss Helen Somerville, of 
Bristol, Carleton county, dietitian. 

All four have given the hospital excellent service 
and Chancellor Jones expressed the hope that at some 
future time the hospital might be able to regain the 
services of the members of the staff who are leaving. 


* * * 


TorRONTO, OnT.—A deputation from the Women’s 
College Hospital, Rusholme Road, met the Hon. 
Lincoln Goldie, Provincial Secretary, in connection 
with plans for the erection of a $1,000,000 hospital 
with 150 beds on the north-east corner of Surry Place 
and Grenville Street, just opposite the Reception 
Hospital. 

The deputation which was introduced by Mrs. 
A. W. Heustis, intimated that it would seek a pro- 
vincial grant to cover part of the capital cost. Hon. 
Lincoln Goldie agreed to refer the matter to the 
Cabinet. 

The proposed hospital will operate in connection 
with the Medical Department of the University. 
The site chosen is said to be the residence of the late 
Senator Jaffrey. 
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Surgical Dressings 
Cotton 


Belleview -Rolls 


Gauze 


Superior Quality 
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Pharmacy Service in the Hospital 
Continued from Page 35 


Crown Stopper Puller. 
Refrigerator. 
Suppository Machine. 
Pill and Powder Boxes. 
Prescription Vials, all 
sizes. 

Corks, all sizes. 

Rubber stoppers, all 
sizes. 

Glass Stoppered Bottles, 
all sizes. 

Spatula, steel, all sizes. 
Spatula, 1 or 2, horn or 
hard rubber. 

Books 

U.S. Dispensary. 

U. S. Pharmacopeia. 
National Formulary. 
New and Non-Official 
Remedies. 
Pharmacology (Soll- 


Pill Tile. 

Empty Capsules, all 
sizes. 

Aprons or smocks. 
Drug Trays for each 
unit. 

Pipettes. 

Bottle Brushes. 

Cachets. 

Chemical Thermometer. 

Cork Borers. 

Labels. 

Hydrometer and Jar. 
Infusion Jar. 

Paraffin Powder Papers. 
Percolating Jar. 


Martindale and West- 
cott’s Extra Pharm- 
acopeia. 

Chemical Dictionary 
(Thorpe). 

Journal of the American 
Pharmaceutical Asso- 
ciation. 





man). 


DRUMHELLER, ALTA.—Mr. S. P. Williams, secre- 
tary-treasurer of the Drumheller Municipal Hospi- 
tal, was the guest of honour at a social evening held 
in the hospital on May 3rd. Mr. and Mrs. Williams 
are leaving shortly to make their home in Edmonton. 








Save Money 


in your 
Laundry 


Thor heavy duty laundry machines require no 

installation expense or skilled operators. They 

save in original investment and in operating 

expense. Send for detailed information, low 
cost and other advantages. 


Department 763 
Electric Household Utilities Corporation 
of Canada, Limited 


66 Temperance Street - . Toronto 
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The Purpose ard Practice of Souring 


By F. H. GUERNSEY 
Chief Chemist, The Cowles Detergent Co. 


A “sour” is a chemical having an acid reaction’ 
and is the chemical opposite of an ‘‘alkali.”’ 

Another definition is as follows: 

A “sour” or acid is a substance containing hydrogen 
which it easily exchanges in chemical reaction. 

The easier the exchange of hydrogen, the stronger 
and more destructive the acid. 

Hydroxyl ion is to alkali what hydrogen ion is to 
acid. 

Acids are characterized by a “‘sour’’ or sharp taste, 
and the German term for an acid is “‘sauer.’”” These 
facts are probably responsible for the adoption of the 
practical term “‘sour’’ in the laundering and textile 
industries, though other designations (as ‘‘pickle’’ in 
metal industries) are applied to this group of chem- 
icals in other industries. The expression has even 
been stretched to include some materials which are 
neutral in reaction, but which have a capacity for 
absorbing alkali efficiently. 

The action of sours is quite dependent upon the 
extent of a chemical change known as hydrolytic 
dissociation of the acid in water. This means that 
the chemical elements making up the sour must break 
apart (dissociate) when the sour is dissolved in water. 
One element of this split is always hydrogen, and 
the strength of this hydrogen ion yield has thus come 
to be a measure of the strength of the acid or sour. 
In so far as plain neutralization of alkali is concerned, 
the hydrolysis is not so important, but when it comes 
to attacking stains, lime deposits, etc., an acid which 
shows appreciable hydrolysis, or ease of breaking up, 
is the more efficient. 

The acids which hydrolyze considerably are known 
as strong acids and those which do not hydrolyze to 
a great extent are recognized as weak acids. One 
encounters the same objections, however, in con- 
nection with these strong acids as is observed when 
dealing with the caustic alkalies; i.e., they are too 
destructive to the fabric being washed. 

How Sour Acts 

1. In Alkali Neutralization. The prime function 
of a sour is that of neutralizing alkali. 

Uncontrolled alkalies which remain unneutralized 
will change the color of a normal white cotton or linen 
fibre which has been subjected to strong bleaching 
and thus converted partially to oxycellulose from 
white to yellow, and even dissolve the oxycellulose 
to form a yellow solution. These two conditions 
mean discoloration, and loss of substance from each 
fibre with a resulting loss in strength and wearing 
qualities. 

It very often happens that the water being used 
for washing and rinsing is alkaline in reaction, and 
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under the heat of the iron becomes sufficiently strong 
to damage and discolor the fabric. This is a common 
condition in zeolite-softened water and many raw 
waters. Judicious souring will prevent evils that 
would otherwise result from this condition. 

2. In Stain Removal and Prevention. Scire stain- 
ing materials will dissolve in an acid solution but not 
in an alkaline solution. In rounding out the washing 
formula, a sour is used to prevent such stains remain- 
ing in the finished work. 

If the water contains a small trace of iron, and is 
also alkaline as just described above, the residual 
alkali will change the iron over to the very visible 
red oxide form, or in other words show a rust stain. 
If the last rinse water is properly soured, this appear- 
ance of iron may be entirely avoided, or at least 
greatly reduced. 

Grayness, due to the deposit of lime soap or other 
lime compounds may be prevented, and any accumu- 
lations greatly reduced by employing a sour to decom- 
pose the deposited materials and permit their removal 
by rinsing and neutralization. 

Iron stains, originating from a natural contamina- 
tion in the water supply, or from corrosion in pipe 
lines, may only be cleared away with a proper sour. 

3. In Bleaching. Stain removing is in one sense 
a bleaching action, but some sours, aside from this, 
will exert either an oxidizing or reducing action which 
will result in a general whitening of the goods. The 
general bleaching qualities of various sours are dis- 
cussed later in this article with the properties of 
individual sours. 

4. In Decomposition of Chlorine Bleach. Sours are 
employed to destroy the alkaline chlorine bleaches 
after the bleaching bath. This serves to reduce the 
number of rinses required in net washing and heavy 
goods. The destructiveness of any carried-over 
bleach is thereby avoided. At the moment of neutral- 
ization, hypochlorous acid is generated and its 
intense bleaching action is felt for an instant. This 
practice therefore results destructively when any 
considerable amount of bleach is so neutralized. <A 
piece badly stained may usually be whitened by 
immediate transfer from oxalic sour to chlorine 
bleach, but only at terrific loss to the goods. 

5. In Fixation of Blue. The bluing operation is 
essentially a staining or tinting problem, rather 
than one of dyeing. Yet many blues are too slow 
or too fast in going onto the fabric, or do not go on 
evenly. The so-called basic blues perform better in 
an acid medium and therefore a sour is frequently 
used to level the distribution of the color and take-up. 

Some of the sours have a peculiar action upon 
cotton, in that they increase the affinity of that 
fibre for the basic colors. The sour, therefore, aids 
the tinting process materially. 

Hard water and alkali are detrimental to many 
blues and a sour will automatically correct these 


detrimental influences. 
How Sours Affect Textiles 


The effect of sours upon the various fibres is of 
utmost importance. Many of the stronger acids 
will attack the fibre to form weak hydrocellulose and 


oxycellulose compounds. 
(Continued on next page) 
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—“with our compliments” 


To the Superintendent or 
Laundry manager who fills 
out the blanks in the coupon 
attached below and mails to 
us, we willsend a free three- 
pound bag of Satin Finish. 


Actual demonstration on a load 
of coats, aprons, etc., will con- 
clusively prove to you that 
Satin Finish does all that we 
claim. 


It will show you how the 
original new, satin-like sheen 
can be restored to linen fabrics, 
even tho they have gone thru 
several washings. 


You will bedelighted with “‘that 
invisible stiffness’’ which is ap- 
parent in thesmoothcrisp finish 
and the total absence of any 
surface indication of starching. 





PUT THIS COUPON IN THE MAIL TODAY—NOW! 








The Keever Starch Co. 
Columbvs, Ohio. 


Please send a 3 Pound Sample Bag of SATIN FINISH to 
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The Purpose and Practice of Souring 
Continued from Page 39 


Some of the sours attack the fibre and cling through 
rinses. The “‘acid patches” thus formed are destruc- 
tive and troublesome. 

Some of the sours affect the fibre so as to increase 
its affinity for certain dyes. This brings out a differ- 
ence in bluing results when various sours are used. 

The highly crystalline sours filter into the fibre 
interior, and rinse slowly. Certain of them, if retain- 
ed in the goods, will prove destructive in ironing. 
If neutralized by alkali, the salts produced will exert 
an abrasive action upon the fibre interior. 

Some of the sours form acid salts under practical 
souring conditions and these salts are nearly as 
destructive as the acids themselves. 

Some of the sours will produce a ‘“‘scroop,’’ or 
squeak like that of new leather, in the cotton fibre, 
particularly if allowed to remain in the goods upon 
drying. 

The stronger acids which attack cellulose (‘‘cellu- 
lose’ is the technical word for cotton and linen 
fibre), rapidly form a compound with it called hydro- 
cellulose, and in some cases the more familiar com- 
pound called oxycellulose is formed also. 

Hydrocellulose is very similar to oxycellulose in 
many respects, particularly in that it is friable, that 
is, without structure, is soluble in alkali and forms a 
yellow discoloration with alkali. Like oxycellulose 
it is acid in reaction and has stronger reducing power. 
These two cellulose derivatives may finally degener- 
ate or change into glucose or sugar. 

Why the Feel of Cloth Often Changes 

It is important to note that repeated action of 
destructive acids and uncontrolled alkalies will change 
the appearance and feel of a given fabric. 

The excellent appearance of most new fabrics is to a 
large extent due to the reflection of light from the 
surface of smooth fibres. This condition is further 
enhanced by the use of starch sizing. But with this 
removed from a standard fabric the smooth, glisten- 
ing effect of the fibres is still very noticeable. 

Hydrocellulose produced by acid, and oxycellulose 
produced by over-bleaching and raw alkalies, eat 
into the fibre surface and are then dissolved out by 
subsequent treatment with an alkali solution. This 
leaves the fibre surface in a roughened condition, 
changing materially its appearance under light. 
Instead of reflecting light, it will absorb considerable 
of it and give a dull gray appearance. 

For this reason it is not always possible to restore 
the appearance of fabric which has been allowed to 
get into this condition, even though all the dirt is 
removed by later proper washing methods. 

The lustre of silk is due to the smoothness of the 
fibre. To give the wool fibre (which has small scales 
upon its surface) a lustre, it is necessary to oil it with 
a suitable oil to produce a continuous film, hiding the 
broken surface of the fibre caused by the scales. 

Souring Practice 

Where to Sour. In wash wheel work, the souring 
operation should be inserted in the formula at a point 
where it is certain that all of the soap has been rinsed 
away or soap specks will be produced. This is 
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necessary because of the troubles caused by the 
products of chemical reaction between sour and soap. 
Chief among these is rancidity, and staining caused 
by deposit of the fatty acid in the goods upon its 
release from the alkali (in soap) by the acid. Be 
extremely cautious therefore never to add sour till all 
soap is out of the load. 

Water Level. To obtain a working concentration 
or strength without excessive consumption of sour, a 
low water level is used for the souring operation. 
About the same level as used in the suds operation is 
employed. 

Temperature. Since higher temperatures greatly 
increase the hydrogen ion content of a solution of 
sour, and hence its destructiveness and other activity, 
this factor (heat) must be kept under control. 

In practice, however, it is preferable to use a 
smaller amount of sour at a higher temperature to 
accomplish certain results than it is to use more 
sour at a lower temperature. This is not merely a 
matter of economy, but a matter of safety, as the 
problem of rinsing out the sour is less troublesome 
when there is only a small amount to be removed. 
The smaller amount of sour requires the boosting 
action of heat to force it into chemical reaction with 
other materials. 

How Much Sour. As in the case of other supplies 
used in washing, concentration or strength of the 
solution is important from the standpoint of economy. 
A certain percentage or strength must be built up 
before the sour will take hold. In practice, the water 
volume is kept down to minimum practical limits to 
aid in reaching the desired concentration with a 
minimum amount of sour. 

Blue and Sour Together. When bluing is to be con- 
ducted in the sour bath, the latter, after running a 
few minutes, is diluted with cold water to a higher 
level and the blue solution added. 

Blue before Souring. Wherever possible, it is 
preferable in a formula to distribute the blue in the 
goods before adding the sour. The reason for this 
is that otherwise the sour acting as a mordant will 
seize the first blue which strikes the goods and set it 
in a stronger concentration, the result of which will 
be a patchy or uneven bluing. 

This method is not practical unless one should 
neutralize, rinse, blue and then sour on top of this 
delayed blue bath, but the point is merely one which 
if applied will help to obtain the best in bluing results. 

Operations after Sour. The operations which follow 
the sour are largely dependent upon the kind of sour 
used. In the event any destructive sour is used, two 
or three hot rinses at least should follow the sour bath. 

Oxalic Sour. Oxalic acid should always be dis- 
solved before placing in the wheel, and always 
completely rinsed out. 

Sulphuric Acid. The sulphuric acid sours are not 
recommended under any conditions. While it is 
true that with great care the process may be con- 
trolled so that the chances for damage might be 
limited, the destructive capacity of this sour is so 
great and quick that we do not feel it should be used 
in any washroom. 


Continued on Page 42 
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For Better Cleaning 
at Lower Cost 


LLEX 





No Suds - - - No Odor 


| G No Sediment - - - No Waste 


Gillex is a white powder that dissolves instantly in hot or cold 
water. It does its work by dissolving grease and is ideal for 





every kind of cleaning. 
WRITE FOR PRICES IN BARREL OR KEG LOTS 


E. W. GILLETT COMPANY LIMITED 


| Toronto, Canada 


| Vancouver Winnipeg Ottawa Montreal Quebec 





























Put the maiter up tous. Tell us how much linen 
you launder per week and how much it costs you and 
we will tell you whether it would be wise to install a Unit. 
If we cannot save you money we will frankly say so— 
we aim only to sell where a plant is really needed and 
where we will not risk having a dissatisfied customer 
on our list. 


The Beaver Laundry Machinery Co., Limited 


MANUFACTURERS 
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Classified Department 


CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


























Positions Open 


SUPERINTENDEN TS—(a) Presbyterian preferred for 100-bed 
tuberculosis sanatorium for southwest; $150 and maintenance. 
(b) Ohio opening in 15-bed hospital, chiefly obstetrical and 
surgical; $100 and maintenance to start. (c) $125 and mainten- 
ance is offered capable woman to fill superintendency. of small 
Illinois hospital, no training school. No. 1404, Aznoe’s Central 
Registry for Nurses, 30 North Michigan, Chicago. 





MISCELLANEOUS—(a) General duty nurses desired for 80-bed 
hospital, eastern resort city; $90 and maintenance. (b) night 
supervisor, about 40, eligible Georgia registration, desired for 
150-bed tuberculosis institution; $85 and maintenance. (c) 
Night supervisor, Protestant preferred, eligible Kentucky 
registration, desired for 75-bed general hospital; $100 and 
maintenance. (d) Assistant operating room nurse, 30 to 35, 
for 100-bed industrial hospital, Texas; chance for advancement; 
starts at $90 and maintenance. (e) Surgical department super- 
visor desired for wonderful 200-bed eastern hospital; starts at 
$90 and maintenance. (f) Surgical nurse able to handle matern- 
ity work desired for 30-bed California hospital; $115 and full 
maintenance. No. 1403, Aznoe’s Central Registry for Nurses, 
30 North Michigan, Chicago. 





WANTED—Accredited graduate nurses, dietitians and tech- 
nicians; positions available in every section of the country; each 
applicant given individual attention; send for registration form. 
Medical Bureau, Marshall Field Annex, Chicago. 





WANTED-—Situations for accredited graduate nurses, tech- 
nicians and dietitions; candidates available for every kind of 
position—from general duty nurse to hospital executive; refer- 
ences investigated always; services gratis toemployers. Medical 
Bureau, Marshall Field Annex, Chi-ago. 





For Sale 
PRIVATE HOSPITAL (established 30 years). Would suit 
doctor or nurses wishing to reside at the Coast. Hospital fully 
equipped with 20 beds. Best residential district in west-end of 
Vancouver, B.C. Apply Matron, c/o CANADIAN HOsPITAL, 
454 King St., Toronto, Canada. 





Blankets 
BLANKETS FOR HOSPITALS—“If it’s blankets, buy the 
Skelton Brand.”’ We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
prices. Hundreds of prominent hospitals are our customers. 
Write for miniature samples and prices. Skelton Wovcllen 
M'Ils Conpany, 47 King St. West, Toronte. 





Diplomas 
DIPLOMAS—ONE OR A THOUSAND—Illustrated circular B 
mailed on request. Ames & Rollinson, 206 Broadway, New 
York, N.Y. 





Schools of Instruction 
WOMAN'S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
obstetrical beds). 
Affiliations offered to accredited training schools for three 
months’ courses in obstetrics. 


POST-GRADUATE COURSES 
Six months in gynecology, obstetrics, operating room technic. 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. 
Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman's Hospital. 
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News of Hospitals and Staffs 
Continued from Page 37 


SypNEY, N.S.—The resignation of Miss Florence 
McKinnon, Night Superintendent of the City Hospi- 
tal, was received at a recent session of the Hospital 
Commission. The Secretary was instructed to write 
to Miss McKinnon to the effect that her services 
during her tenure of office were very much 
appreciated. 


i eo 

WINbsor, OntT.—Miss Isabel McConnell, of Toron- 
to, has joined the nursing staff of Grace Hospital 
temporarily, pending her departure for India where 
she will engage in service as a missionary nurse. 

Prior to her departure from Toronto, an impressive 
service was held at the Riverdale Church, when she was 
designated for missionary service. Following the 
setting apart of the missionary-elect, she was pre- 
sented with a handsome steamer rug by members of 
the W.M.S. of the church, a Bible in Hindu, presented 
on behalf of the Provincial W.M.S., and a Bible in 
English presented by the Council Executive W.M.S. 

Miss McConnell was born in Belfast, Ireland, 
and is a graduate of Montreal General Hospital and 
of the Moody Bible Institute, Chicago. She will 
leave Canada some time during June. 

 -S 

ToRONTO, ONT.—The new measles hospital was 
formally opened on May 18th. The building is to 
the immediate south of the Isolation” Hospital at 
Riverdale. Its cost was approximately $121,000, 
with equipment. It is regarded as the most modern 
measles hospital on the continent, and the building 
is said by Fire Chief Russell to be probably the most 
fireproof structure in Toronto. Only the window 
frames are of wood. Every particle of the building 
and its equipment, except certain sterilizing appara- 
tus, which is only made in the United States, was 
made in Ontario. 

The hospital will accommodate eighty patients, 
and can be divided into eight separate infirmaries, 
absolutely separated from each other, in event of a 
need for housing patients with different communic- 
able diseases. The heating is from the central plant 
in the Isolation Hospital, and the food is also cooked 
in the latter building. 


The Purpose and Practice of Souring 
Continued from Page 40 
Acet-Ox-Sour. Acetic acid and oxalic acid are 
frequently mixed on the basis of 1 gallon 56% acetic 
acid, 1 pound oxalic and two gallons of water. This 
mixed sour is effective for all-round souring purposes, 
but the damaging factor of oxalic is always present. 
Neutralizing Scale. The relative neutralizing 
values of some of the sours is given below: 
1 oz. 56% acetic acid equals about: 
.6 oz. oxalic acid. 
.5 oz. sulphuric acid concentrated 
1.4 oz. nitre cake (33%) 
.5 oz. sodium silico-fluroide 
.6 oz. sodium acid fluoride 
1.0 oz. 35% muriatic acid 
1.0 oz. sodium bisulphite 
1.0 oz. sodium bisulphite 
2.0 oz. lactic acid (44%) 
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Courtesy “The Business Woman” 


MISS JEAN HUTT 


Dietitian at the Toronto Hospital for Sick Children, Toronto, 
Corr. Sec. The Ontario Dietetic Association 


The Ontario Dietetic Association 


The Dietetic Council of Toronto changed its name 
this year to the ‘Ontario Dietetic Association.”’ 
Though the membership of forty is mainly from 
Toronto, the intention is to embrace dietitians of 
sufficient standing throughout the province who, 
until now, have been without professional association, 

The present year, September, 1926, to June, 1927, 
has been very successful. Well attended meetings 
have been held monthly, usually in the hospitals. 
Among those who have addressed them are Miss 
Violet Ryley, manager of the Georgian Room of the 
T. Eaton Co., Limited, Toronto, and Miss Eleanor 
Robertson, whose varied experience abroad resulted 
in a very interesting paper on ‘Food and Dietetics 
in Japan.” Dr. Almon Fletcher, of the University 
of Toronto, lectured on “Diet in Arthritis’ and Prof. 
J. J. R. McLeod on ‘‘Diet and Metabolism.”’ 

One of the questions taken up during the year is 
the standardization of courses in dietetics given 
pupil nurses in the various hospitals. <A lecture 
course is being tried out with a view to making the 
training more uniform. The officers for the year 
are: 

Hon. President—Prof. A. L. Laird, University of 
Toronto, Dept. of Household Science. 

President—Miss C. Hazlett, Christie St. Hospital. 

Vice-President—-Mrs. C, H. Burns, Toronto Gen- 
eral Hospital. 

Treasurer—Miss Violet Ryley, T. Eaton Co. 

Recording Sect.—Miss Florence Macdonald, Wel- 
lesley Hospital. 
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Corr. Sect.—Miss Jean I. Hutt, Hospital for Sick 
Children. 

Miss M. T. Porter, Toronto General 
Hospital, Miss F. Shannon, Isolation Hospital, Miss 
L. Richardson, Childs C mend 

Registered Nurses Hold Annual Meeting 

About 300 delegates attended the second annual 
meeting of the Registered Nurses’ Association of 
Ontario, held in St. Catharines from May 25th to 
28th. Presided over by Miss Muriel McKee, super- 
intendent of the Brantford General Hospital, the 
nurse education section heard a report from Miss 
Grace Fairley, of London, on “Study of Lecture 
Courses for Nurses’’; one from Miss E, McPherson 
Dickson, of Toronto, on ‘‘Arrangements of Short 
Summer Courses Such as Might Be of Value to Nurse 
Instructors,’’ and another from Miss A. M. Munn, 
secretary of the council and inspector of training 
schools for Ontario, on ‘“The Council on Nurse Educa- 
tion of the Ontario Department of Health.” An 
interesting paper, dealing with ways in which high 
schools of the Province may be reached in order to 
put before the pupils of these schools opportunities 
afforded in the nursing field, was given by Miss 
Harriet T. Meiklejohn, of Toronto. 

The private section, presided over by Miss Helen 
Carruthers, Toronto, decided that an extension 
course for private duty nurses will be held in London 
in connection with Western University during the 
week of July 18th. 

In the public health section, the members saw an 
interesting demonstration under the direction of Miss 
Greenwood, Toronto, put on by members of the 
Victorian Order of Nurses, showing the opportunity 
of teaching health while giving bedside service. As 
in other groups, regular routine business was carried 
out. Miss Eunice Dyke, director of nurses of the 
Department of Health, Toronto, presided. 

Miss Kathleen Russell, of the University of 
Toronto, gave an address on public health nursing. 











Serve Your Patients with 


BEEKIST HONEY 


The choicest selection of Ontario’s Honey rigidly graded 
and inspected. It contains all the elements necessary to 
the building and nourishing of the human system. 


Ontario Honey Producers Co-Operative 
LIMITED 
47 Wellington St. East - 


LA PERLE 


PURE FRENCH OLIVE OIL 
Analysed and pronounced “‘a perfect specimen of 
| Olive Oil.” 


Write, wire or phone at the expense of 


W. G. PATRICK & CO., LTD. 


51-53 Wellington St. W. - Toronto 
HALIFAX MONTREAL WINNIPEG CALGARY VANCOUVER 


Toronto, 2, Ont. 
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Food Service Equipment 























“GEO. R. PROWSE. RANGE CO. 


LIMITED 


| High-Grade Kitchen Equipment 
for Hospitals, etc. 





2025 UNIVERSITY ST. ~ MONTREAL 
: 











HOSPITAL AND INSTITUTIONAL 
Crockery, Silver and Glassware 


Distributors for 
JOHN MADDOCK & SONS, LTD., ENGLAND 
We specialize in Institutional Equipment and 
sell direct. | May we send you quotations 
on any of the above lines you may require? 


BRITISH & COLONIAL TRADING CO. 


LIMITED 
284-6 Brock Avenue ~ TORONTO 























M‘Clarys 


SPECIALIZE IN 


KITCHEN EQUIPMENT 


Insulated Food Conveyors, Permanent and Portable Steam 
Tables built to your oor by skilled mechanics to 
conform to the high st always associated 
with the name of —” 


Tell us your requirements and we will give 
you estimates. 




















40 Years’ Service to the 
Bakery Trade 


OVENS 


For every purpose 
COAL, WOOD or GAS 
Catalogue on Request 
HUBBARD PORTABLE 
OVEN COMPANY 














1100 Queen St. W. Toronto 


























JACK FROST 


| ICE MACHINE CO. LTD.°»TORONTO 
DOMESTIC. APARTMENT HOUSE &.,. 
COMMERCIAL REFRIGERATION ~ ue 
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Minimum Standard Requirements 
for Clinical Laboratory 


As Approved by the Board of Regents of the American College of Surgeons 
at Montreal, on October 26, 1926 


1. The director of the clinical laboratory shall be 
a graduate of an acceptable college or university of 
recognized standing, and shall have had adequate 
training in clinical pathology or allied subject. In 
case the director is not a physician, there shall be 
attached to the laboratory a graduate in medicine 
competent to render diagnoses on pathological condi- 
tions. 

2. Clinical laboratories shall be prepared to per- 
form satisfactory work in— 

a. Pathologic anatomy, gross and microscopic. 

b. Bacteriology and parasitology. 

c. Serology. 

d. Haematology. 

e. Chemical and morphologic examinations of 
other body fluids, exudates, transudates and excreta. 

3. All tissues removed at operation showing 
pathologic conditions shall be examined in the labora- 
tory and reports rendered thereon. 

4. A readily available copy of all reports shall be 
filed in the laboratory and one with the patient’s 
record. In pathologic anatomy there shall be in the 
laboratory a cross index of, at least, the name of the 
patient, of the hospital or laboratory number of the 
patient and of the lesion or organ. There shall be 
preserved also for at least three years, section, imbed- 
ded tissue or gross tissue from each case from which 
tissue showing pathologic change is removed. 

5. A uniform system of charges for laboratory 
work shall be enforced. 

6. The clinical pathologist shall attend the 
monthly staff conference of the hospital. 

With reference to the six requirements, the following 
statements are made. 

1. The director of the clinical laboratory shall be 
a graduate of an acceptable college or university, of 
recognized standing, and shall have had adequate 
training in clinical pathology or allied subject. In 
case the director is not a physician, there shall be 
attached to the laboratory a graduate in medicine 
competent to render diagnoses on pathological condi- 
tions. 

The supervision and direction of the work of the 
clinical laboratory can be done efficiently only by a 
well-trained, competent, clinical pathologist, part-or 
full-time, depending on the nature and amount of 
work to be carried on. In smaller hospitals where it 
is not feasible to have full-time clinical pathologists, 
the best present solution of the problem is the group- 
ing of hospitals under one clinical pathologist, provid- 
ing sufficient technical service in each institution to 
do the work efficiently. In the smaller hospitals a 
member of the medical or surgical staff of the hospital 
who has had training in clinical pathology may be 
assigned for supervision of the work of the clinical 
laboratory. 

2. Clinical laboratories shall be prepared to per- 
form satisfactory work in: (a) Pathologic anatomy— 
gross and microscopic. (b) Bacteriology and parasit- 
ology. (c) Serology. (d) Haematology. (e) Chemical 
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and morphologic examinations of other body fluids, 
exudates, transudates and excreta. 

It is required that facilities be available within the 
hospital for the ordinarily required examinations of 
urine, blood, sputum, smears and’ spinal-fluid-cell 
counts. The more elaborate histopathologic, bacteri- 
ologic, biochemic and serologic examinations may be 
performed outside of the hospital. If this work is 
arranged for with a so-called commercial laboratory, 
such laboratory shall be one approved by the Council 
on Medical Education and Hospitals of the American 
Medical Association. In such a case, duplicate 
reports shall be furnished the hospital, one for filing 
in the laboratory, and one with the patient’s record. 
In the case of tissues, a section showing the lesion 
diagnosed shall be filed in the hospital laboratory. 

3. All tissues removed at operations possibly show- 
ing pathologic conditions, shall be examined in the 
laboratory, and reports rendered thereon. 

The American College of Surgeons deems this an 
expedient co-operation between operator and pathol- 
ogist. It makes possible more accurate final diag- 
noses and allows the surgeon to share with the pathol- 
ogist a knowledge of the operations performed. 

4. A readily available copy of all reports shall be 
filed in the laboratory and one with the patient’s 
record. In pathologic anatomy there shall be in the 
laboratory a cross index of, at least, the name of the 
patient, of the hospital or laboratory number of the 
patient, and of the lesion or organ. There shall be 
preserved also for at least three years, section, imbed- 
ded tissue or gross tissue from each case from which 
tissue possibly showing pathologic change is removed. 

Aside from the purely academic value of this pro- 
cedure, it serves the purposes of furnishing data as to 
the amount of work done by the laboratory and of 
having histologic material available for restudy in the 
light of subsequent developments of the case. The 
arbitrary period of three years is selected as one which 
will not throw an undue burden on the laboratory and 
one within which most of the subsequent pathologic 
events will happen in the majority of cases. 

5. A uniform system of charges for laboratory 
work shall be enforced. 

It is a matter of much diversified opinion as to the 
best methods for a hospital to adopt. A review of the 
situation has indicated the following methods in use 
at present: 

a. Adoption of a schedule of charges for the various 
tests performed, varying according to the nature of 
the examination. 

b. Including of this service in the per diem rate 
charged to the patient. 

c. Adoption of a flat rate to include all the 
laboratory work. ; 

d. . Providing a flat rate for some of the routine 
work, and making a charge for all other examinations 
required. 

e. Providing a free service, as might be granted 
through the federal state, county or endowed labora- 
tory. 

f. Turning of the work over to a clinical patholo- 
gist who secures part or all of the fees and provides 
the necessary free service. 
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—for— 
STERILIZATION Accepted the 


world over as a needed safety measure 
SAMPLES FREE 


A. W. DIACK 








Diino Control 


5533 Woodward Ave. DETROIT, Mich. | 








Classroom Equipment 
Dissectible Models, 
Charts, Bone Studies, Dolls, Specimens and Slides 
Sor 
Anatomy, Physiology, Obstetrics, Gynecology, 


Neurology, Embryology, Otology, 
Laryngology, Etc. 








Denoyer-Geppert Company 





5235-57 Ravenswood Ave. - CHICAGO, ILLINOIS | 











SAVE PAINTING BILLS ===> 


This wonderful product is just the thing for your 
hospital; will clean painted walls, enamel, woodwork, CLEANER | 


metal ceilings, burlap and all decoration—will make ~G> | 


them just like new with little labor. 








"on 
A RENOVATOR A MONEY-SAVER | enovarus 
Write for Full Particulars ete 





STANDARD CLEANING PRODUCTS LTD. | 
81BOND STREET - TORONTO, ONTARIO | 











White X-Ray and Surgical 
Supply Co. 


80 Richmond St. East, Toronto. Main 5285 
AGENTS FOR 

X-Ray Equipment—Acme-International Cor., Chicago, 
X-Ray Films—Eastman Kodak Company, Toronto, 
Intensifying Screens—French Screen Co., Detroit, 
Ligatures and Sutures—Jaeger-Bigelow Co.,Boston, 
Surgical Dressings and Supplies— 

Atlantic Surgical Cotton Co., New York 

















CARETAKERS’ SUPPLIES 
Brasher cleaners, Soe] earn om, Pal Pane 
teres Flor ON is ty Same Taint Room Su 


SOCLEAN LIMITED 


444 King St. W. Toronto 2 


























Please refer to THE CANADIAN HOSPITAL when writing 








46 THE CANADIAN HOSPITAL 











BUYER’S DIRECTORY 

















Your Marking Problem Solved! 


Cash’s Names & Woven Labels 


Ensure clear, neat and 
permanent identification. 
SAMPLES AND PRICES ON REQUEST 


J. & J. CASH, INC. 


10 Grier Street - Belleville, Ont. 




















The Burke Electric & X-Ray Co. 


X-RAY ENGINEERS 


Complete X-Ray and Physio-Therapy 
Installations, Maintenance Service 


Special Equipment Made to Order 
Kelley-Koett X-Ray Apparatus 
490 Yonge Street - - Toronto, Canada 

















CANADIAN LABORATORY SUPPLIES 
LIMITED 


Canada’s Leading Laboratory 
Supply House 


Anise cANuAe 
Headquarters in Canada for Laboratory Apparatus 
and Chemical Reagents 


437-439 King Street West - Toronto 2, Ont. 

















OSPITAL Recorps 


We make and supply the new 
y standard systems and equipment 





for Hospital Record Keeping. 
] Samples and complete informa- 
} tion on request. 





System Service Department 


i 4FFICE SPECIALTY MEG? 


97 Wellington St. W., TORONTO 


























Artistic Cast Bronze Benefactors 
B R O N 7, or Memorial Tablets in 
Solid Bronze. 
Ward Plates—Directory Boards and Main Entrance Signs 
—Bronze Standard and Bracket Lamps, etc. 
Hospitals We Have Supplied: 


St. Thomas War Memorial Hospital, St. Thomas, Ont.; London 
War Memorial Hospital for Children, London, Ont., Alexandra 
Sanatorium, London, Ont.; Prince Edward County Hospital, 
Picton, Ont., Muskoka Hospital Tablet to Sir Wm. age, 
Tillsonburg Memorial Hospital, Tillsonburg Ont., etc. 


Write Us for Prices and Suggestive Sketches 


J. G. Tickell & Sons 


Art Bronze Founders 
560 KING ST. W. (Ad. 4062) TORONTO, ONT. 
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Office Specialty Manufacturing Co., Limited............. 46 
Ontario Honey Producers’ Co-operative, Ltd............. 43 
Otis-Fensom Biewator Co. Ltd... oo here kk 11 
WV oe SETAE ROO Rs cs ila tig bik aio ae e vo Abele. 88005 43 
Polusterine Products Co. of Canada, Ltd................ 32 
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Qaven City Dental Milee., B00. 5 sin. ois iu. 6 sees 3:50 des 35 
Gnnith:& Nenhew, hited y «5.6 5 ess ae Sha nace es eet 37 
Cho ORIG eo is See eA ote hae eN won 8 
Standard Cleaning Products, Ltd...................0005 45 
Srevling Raber Ca: omer. 3. 2. esos ook wade eck eee 29 
[oe yo Taylor Sate ied Std ess 33 
Toledo Technics] Anpitance: Co, 0555 ioe. ieee civedas 35 
TA, AU SM, 853 085 oS 5 Sieg OER oe Gala 0 ko ae Unies 46 
Niches doRay TCORIMMNUOEN Sac ek} s pase tae s awe ees 7 
White X-Ray & Surgical Supply Co...........ceseeeees s 45 
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‘This new system saves you *300 
a year ~so why not adopt it?” 


How one wise superintendent 
saved drudgery for her nurses 
by saving money for the hospital 


“ “ “ 


m ERETOFORE, we’ve never been able to 
find an economical way to save our 
nurses the drudgery of making dressings 
by hand. But that hasn’t kept me from 
worrying over the matter.” 

The Superintendent of Nurses ina prom- 
inent Eastern hospital was addressing the 
Superintendent. He answered, “I like your 
spirit, but I don’t think you'll ever find a 
solution.” 

She said: “But I have, I think. By adopt- 
ing the new semi-finished forms of Curity 
Gauze we'll not only do away with most 
of the menial labor nurses are forced to 
put up with, but we'll also save over $300 
a year on gauze bills!” 

He said: “It doesn’t seem possible. But 
if you can prove your facts, I’ll adopt the 
Curity Gauze.” 

She said: “Give me the chance!” 


She proved her case—by thoroughly 
testing Curity Ready-Cut Gauze and Dress- 
ing Rolls against the dressings practice 
then followed by the hospital. 

She proved four things, in fact, to the 
complete satisfaction of theSuperintendent: 
1. Curity Gauze gave them semi-finished 

dressings in every size they needed. 

2. Valuable time was saved in preparing 
dressings. 

3. Tedious routine was practically elimi- 
nated. 

4. Savings in material amounted to over $300 
yearly savings on their gauze bills! 
ToSuperintendents—to Superintendents 

of Nurses—to ail hospital executives—we 

shall gladly send generoussamples of Curity 

Dressing Rollsand Ready-CutGauze. Make 

a test in your own hospital—against the 

old-style gauze you now use. Mail a post- 

card today to the nearest Lewis office. 





LEWIS MANUFACTURING CO. 
OF CANADA, Limited 


13 Victoria Square Montreal, Quebec 
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THE SINE OF X-RAY SERVICE 


DEMONSTRATIVE TEST 


The Keleket ‘‘Power Plus’’ Generator Operating Seven Universal Tubes 
in Parallel 525 Milliamperes at 120 Peak Kilovolts 


The current rating of the Power Plus Generator is in keeping with future 
X-ray tube development. Recently a demonstrative test was made with 
this equipment. Seven Universal Coolidge Tubes were operated in par- 
allel at 120 Peak Kilovolts with 75 Milliamperes passing through each 
tube. A total of 525 Milliamperes at 120 Peak Kilovolts. The foregoing 
demonstrative test clearly illustrated the Overload Capacity of this 
apparatus. A continuous duty output of 20 K. V.A. is placed on the 
Power Plus Generator. 


Keleket transformers are available in all sizes from the small dental and 
bedside units to the largest high voltage and high current types for Deep 
Therapy and instantaneous Radiography and are backed by a com- 
prehensive line of accessory equipment and a service that is not excelled. 


THE BURKE ELECTRIC & X-RAY CO. 


X-Ray Engineers—Keleket X-Ray Apparatus and Service—Physio-Therapy Equipment 


Phone: Kingsdale 5520 490 Yonge Street Montreal Branch: 


Nights: Hudson 3374 F 219 Medical Arts Building 


TORONTO 
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